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—OF THE— 



Fire Insurance Patrol Committee, 



Chicago, January 8, 1907. 

Edward M. Teall, President, 

Chicago Board of Underwriters 
of Chicago. 

Dear Sir:— In accordance with the provisions of the 
By-laws your Fire Insurance Patrol Committee has the 
honor to present its 35th Annual Report, covering its work 
for the year ending December 31, 1906. 

The history of the year just passed in Patrol circles will 
always be marked by the loss to the Service of one of its 
most interested and ardent friends. The passing away on 
December 11 of Henry W Magill, who for nearly nine years 
has served the Board on its Patrol Committee, is a matter of 
sincere sorrow and regret to all the officers and men in the 
service, as well as to the Committee, who greatly miss his 
wise and able counsel and advice. We feel entirely within 
bounds when we say that in the history of La Salle Street, 
we believe no one has ever possessed a more thorough 
knowledge or shown a deeper interest in the Patrol, the Fii:e 
Department and Water Supplies than Mr Magill. His place 
will indeed be difficult to fill. 

The Service also lost during the year- a valuable and 
able officer, through a most distressine accident, which 
resulted in the death of Captain O'Connell. While responding 
to an alarm of fire on September 30, a street car collided 
with No. 2's wagon at the corner of Van Buren and Sangamon 
Streets. Capt. O'Connell was a brave and efficient officer 
and his sad death is deeply deplored. His widow and six 
children are, of course, participating in the benefits of the 
Pension Fund. 

Several other patrolmen were injured in this and other 
accidents during the year, but fortunately while many of 
them were painful and of a serious nature, the men have all 
recovered and reported for duty again. Your Committee in 



each case did all that was possible to make the men comfort- 
able and not only continued them on the pay roll during their 
absence from duty but also on your behalf assumed the 
expense incurred in their medical ahd hospital attendance. 

The regular routine work of the force has been performed 
in the customary efficient manner by our competent Super- 
intendent and his capable men, in many cases resulting in 
the saving of much perishable property and in the extin- 
guishment of many incipient fires. Substantial recognition 
of the work performed was made by the E. L. Mansure Co , 
who donated $100; the Chicago Mat Board Co., $10; A. Klip- 
stein $5, to the Patrolmen's Pension Fund. These gifts are 
hereby publicly acknowledged, with thanks. 

And right here the committee desire to say that while 
this Fund is of handsome proportion, being now over $100,000, 
it is, in our opinion, far too small, when we contemplate the 
drain that may come upon it in the future, either as the 
result of a serious accident to the force or the retirements 
that are bound to come as our faithful men reach the age 
limit of retirement under the law. We beg to suggest that 
each member of the Board constitute himself a committee of 
one to endeavor to see that the funds are increased when 
opportunity is afforded. When one's customers suffer from 
fire and the Patrol renders good service, usually all that is 
necessary to secure a contribution to the fund is a statement 
from the agent that the Patrol do not participate in the Fire 
Department Pension Fund, but have one of their own. The 
contributions noted above are the direct result of some of 
our interested members bringing this matter to the attention 
of their customers 

The Electric wagon ordered for Company No. 1 last year 
is not yet in service owing to unfoiseen and unfortunate 
delays attendiug its manufacture. We hope soon to place it 
in service. The Electric runabout has been provided for the 
Superintendent and he is able to save much valuable time by 
its use, particularly when making his rounds to the different 
patrol houses. 

The appropriation for the year for Cos. 1, 2, 3, 5, 6, 7 
and 8 was $125,000, and for Co. 4, $11,000. The increase 
being occasioned by the advance in pay of the men to keep in 
line with that of the Fire Department, and the increase in the 
number of the force of Co. No. 2 to a company of the first 
class. The expenditures have been kept within the appro- 
priation. 

The premiums for the year returned for Patrol Assess- 
ments were $10,233,310.84. The losses were $5,109,314.31, 
which is an increase of more than $500,000 over last year. 
The percentage of loss to premiums for the year 1906 is 
49.93 per cent, as against 46.78 per cent, for the year 1905. 



The force consists of 

8 companies, 

96 officers and men, 
22 horses, 

9 double wagons with rubber tires, ball bearings and 

electric lights, 
3 single wagons, 
1 chemical engine, 
1 buggy, 

1 electric runabout, 
19 fire extinguishers — 5 gallons, 
2100 covers. 

all in good order and at all times ready for inspection, as are 
also the records, vouchers and everything pertaining to the 
service. A cordial invitation is extended to all coutributors 
to visit the patrol houses and become familiar with the 
workings of the force and manner in which your committee 
endeavors to carry out your wishes and instructions. 

A full detailed report of the work performed by eafcch of 
the companies during the year together with the financial 
statements, etc., will be printed as usual and distributed to 
the contributors. 

AH of which is respectfully submitted. 

[Signed.] C. N. Bishop, Chairman. 

C. A. Hardy, Vice Chairman. 

S. A. ROTHERMEL, 
L. O. KOHTZ, 

Conrad Witkowsky. 



IN IMEMORIAM 




EDWARD MCKINSTRY TEALL 

BORN 

ALBANY, NEW YORK, JULY 27, 1839 

DIED 

CHICAGO, ILLINOIS, JANUARY 27, 1007 

MIMBCIt riRI INSUIt«NCC paTHOL COMMITTd, taTS-1M3 
FREBiDtNT aNO THUVTCC OF FIHC INSUHai 



IN MEMORIAM 




HENRY WATERS MAGILL 

BORN 

CINCINNATI, OHIO, JULY II, 1863 

DIED 

PASADENA, CALIFORNIA, DECEMBER It, 1906 
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STATEMENT OF 

Fire Insurance Patrol Committee 

SHOWINO 

BECEIPTS AND DISBUASEMENT8 
In the maintenance of Oompaniet' Nos. 1, 2, 3, 5, 6, 7, 8, 

For the Tear 1906. 



RECEIPTS. 



Balance in Treasurery January ist, 1906 I35i576 sS 

Interest from J. H. Moore, Treasurer, for a period 

previous to 1906 $ 1,501 08 

Dividend, National Bank of Illinois, from J H. Moore 

Treasurer 29 25 

From assessments on Companies during 1906 125,051 70 

To!al Receipts 126,582 03 

$162,158 38 

DISBURSEMENTS. 

Salaries $ 86,032 05 

Rents Ml 199 85 

Miscellaneous Expenses |i 1,962 53 

Taxes 1,274 70 

Auditing Book 80 00 

Settlement of Claim 20000 13,51723 

$113,749 13 
Less returned on Salary Account 5 70 

Less Water Tax refund 6 00 

Less Firestone Rubber Co. refund 10 00 

Less Marshall Jackson Co. refund 28 00 

Less sale of four horses and buggy 360 00 

Less sale of one cover 12 50 

Less sale of rubber tires 4 50 

Interest on deposits 916 08 $ 1,342 78 

Expense maintaining Companies i- 2-3-5-6-7-8 for 1906 112,406 35 
Patrolmen's Pension Fund Tax 2,369 37 

"4,775 7 2 

Balance in Treasury January ist, 1907 $47>!^82 6.^ 
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STATEMENT OF ASSESSMENTS MADE 

ON PREMIUMS REPORTED 

BY AGENTS. 

Companies Nos. 1 , 2, 3, 5, 6, 7 and 8. 



Premiums returned for first six months of 1906 

$5»358,78i 31 @ 1.30 per cent {69,664 15 

Premiums returned for second six months of 1906 

$4,780,481 34 @ i.ao per cent 57»379 5o 

I»27,043 65 



Company No. 4, at Union Stock Yards. 

Premiums returned for first six months of 1906 

$200,016 29 @ 2 per cent $ 4,000 3a 

Premiums returned for second six months of 1906 

$131,760 75 @ 1.30 per cent 1.582 39 

$ 5.582 71 



IS 



STATEMENT OF 



Fire Insurance Patrol Committee 



BHOWINGL 



BEOXIPTS AND DISBUB8SMBNTS 



In the maintenance of Oompany 4, at Union Stock Tarda, 



For the Tear 1906. 



RECEIPTS. 

Balance in Treasury January ist, 1906 $ 4,284 96 

Received from assessments on Companies $ 5,843 11 

Received from Packers 3>5I9 99 

Marshall -Jackson Co. refund 4 00 

Sale of fire bell ido 00 

Receipts 8,467 10 

$12,752 06 

DISBURSEMENTS. 

Salaries $ 8,c8i 07 

Current Expenses 428 53 

$ 8,509 60 

Packers Share one half $ 4,354 80 

Patrol Expenses for one year, one half 4i354 80 

8,509 60 

Balance in Treasury January ist, 1907 $ 4,24a 46 
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Headquarters of Fire Insurance Patrol. 



170 B. MONROB STRBBT. 



Messrs. C. N. Bishop, C. A. Hardy, S. A. Rothermel 
AND Conrad Witkowsky. 

Gknti^emen: — I have the hoiior to submit to you the 
thirty- fifth annual report of the Fire Insurance Patrol for the 
year ending December 31st, 1906. 

During the year all repairs, including horse shoeing, 

house, wagon, cover and harness, were done by the members of 
the force. I wish to call your attention to the summary of 

service rendered answering Sprinkler Alarms. 

The force, as a whole, have enjoyed good health; the 
injuries were many, but none serious, excepting the accident to 
Captain John O'Connell of Company No. 2, who was killed 
September 30th by a Van Buren Street car colliding with the 
wagon, while responding to an alarm of fire. By his death we 
lost a valuable officer and genial comrade. 

I thank you for the interest you have shown in each 
individual of the force, and assistance you have rendered. 

I also thank Chief John Campion, of the Fire Department, 
Wm. Carroll, City Electrician, and their assistants for courtesies 
shown, also Pinkerton Protective Agency for their valuable aid in 
guarding property at time of fire. 

Your obedient servant, 

E. T. SHEPHERD, 

Superintendent. 



17 



9o6i 



Haanaxdas 



xsnoQv 



Ainf 



HD^VPI 



AHvriHaaa 



o\ « 



VO 



M VO 



00 



NO 



o 






9061 
«o J ivxox 


M 


k4 







»o 


^4 


• 
• 
• 


10 


00 




•0 


? 


5? 
VO 


91 
M 


^aawaDHa 


M 

m 




1^ 







• 
• 
• 
• 


• 
• 
• 
• 


t<i 


CI 


00 

^4 


CO 


M 


00 


M 


HHanEAON 






f*» 





• 
• 
• 
• 


• 
• 
• 
• 


• 
• 
• 
• 


•^ 


M 


M 


•0 


M 


t>. 


M 


«aaoxDO 




^4 







m 
• 
• 
• 


• 
• 
• 

• 


• 
• 
• 
• 


f*» 


M 


M 
10 


»o 


VO 


00 


M 









O 



*<i 



00 00 10 to 



<N 



« 



r^ 

^ 



O 



CI •-• 






^ <0 M 






o 



o 



n 



CO VO 



n VO M 





w 


M 


VO 





10 


• 


• 


M 


M 


00 


t^ 


NO 


•^ 


M 


aNQf 


•0 

M 


« 


^ 


« 




• 
• 
• 


• 
• 
• 


M 




10 












t^ 


M 


VO 





10 


• 


• 


lO 


• 


•^ 


^ 


^ 


^ 


M 


AVW 


M 


« 


"^ 


ei 


M 


• 
• 
• 


• 
• 
• 




• 
• 
• 


CO 












ei 


M 


VO 





CO 


• 


• 


^o 


• 


m 


to 


n 


•1 


M 


1I«JV 


M 
M 


M 


"^ 


« 




• 
• 
• 


• 
• 
• 




• 
• 
• 




M 











? s 



« 



NO 



o 






CO NO M 



o 



NO 



o 



NO 



« 



•o 



10 



m NO M 



A^vriNvf 



Q 



W > 
en 






O 



Pi 

> 



S a 
o 

CO 



O 






O 

l-H 



vO M 

0^ « 



NO 



O 



a 
o 

S 

u 
cd 

u 

> 

u 

V 
0) 



cn 

M 
o 



o 



V 

o 
u 

a 
S 
u 

u 

a 

< 

(si 



9) 
U 

> 

Wi 
V 
0) 



« _ 






8 = 



1 

CO 

a 

a 
o 



(0 4-» M 



0) 

S3 
U 

U 
CO 



Wi 
9J 



0) 

a 



^ CO 

- « 



bo 



H 
o 
PQ 



S3 
O 

a 

(0 



V 
CO 



8: 



CO 



CO 



-2 ^ ?, ^ 



< ^ 



CO 

H 

O 

PQ 












CO 

I 

< 



(0 

"3 

a 
bo 

(» 

CO 

CO 

S 

o 

a 

§ 

a 
o 

(0 



8 

a 


a 

V 

B 
u 



CO 

o 
u 

Oi 

CO 

a 



Xi 

'd 

CO 



O 

o 

Wi 

CO 



'd 

4> 
CO 

CO 



s s 



CO 

13 
a 

bo 



^fc '^^ •»— Q 

l> CO CO ^ 



CO 

a 
bo 

CO 



CO 
4> 

8 



a 
o 

(0 

a 
o 

o 

a 

CO 

n 



18 



FIRE INSURANCE PATROL COMPANY NO. 1 



176 EA.ST MONBOE STBEET. 



PERMANENT FORCE. 



E. T. SHEPHERD, Superintendent. 



POSITION 


NAME. 


RESIDENCE. 


BiDGE. 


Captain 


C. W. 0»Neill .... 


998 W.Van Buren Street 


C 


Lieutenant 


Frank P. DohertT 


2408 S. Pai k Avenue 


L 


Patrolman 


Joseph Eggstein . 
Robert B. Wallace 


516 Wells Street 


I 


Patrolman 


287 Center Street 


2 


Patrolman 


Frank J. Connelly 
Thomas Kelly.. 
J. H Donaghue . . 
Robert E. Towers. 


2935 Fifth Avenue 


3 

4 

5 
6 


Patrolman 


2806 Butler Street 


Patrolman 


98 Lytle Street 


Patrolman 


156 E. Van Buren Street 


Patrolman 


A. PewerstorflF . . . 


861 W. Superior Street 


7 


Patrolman . 


Dominick GraflSn. 


1205 N. California Avenue 


8 


Patrolman 


Frd'kA.Blackwell 
George Piton . . . 
D.W. Gillen 


12^6 W. Lake Street 


9 
10 


Driver 


2n E. Twenty-third Street 


Fire Reporter 


405 Thirty-third Street 


II 


Ass't Fire Rep'ter 


James Wheaton . . 


548 W. Forty-fourth Street . . . 


12 


Clerk 


Wm. B. Loeb 

• 


d-^q W. Huron Street 


13 







AUXILIARY FORCE. 



POSITION. 

Patrolman. . . . 

Patrolman 

Patrolman 

Patrolman 

Patrolman. .. . 



NAME. 



Frank H. Moran. 
William F. Fisher 
Lawrence Burns. . 
John Kaminski . . 



RESIDENCE 



134 Sedgwick Street 

546 Austin Avenue 

2612 Lowe Avenue , 

466 N.Winchester Avenue 



BADGE. 
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Summary by the Month for the Year Ending December 31, 1906. 

FIBE I£fSUB/lNOE PATROL 00MPAN7 NO. 1. 

8UMMABT FOB MONTH ENDING JANUABT 81, 1906. 

Number of Alarms in District i8 

*' Second Alarms in District a 

♦• Third *» ** o 

Fourth *' *' o 

" Still *' " 36 

" *' " to Patrol No. 1 36 

" " " " A. D. T. Telphone 3 

•♦ '• " *• •* Automatic... o 

*' " *' ** Miscellaneous 25 

•* Consolidat'd Automatic 7 

Telephone i 

•• *• '* •* National Automatic. .. . o 

Telephone.... o 

" Fires attended by Special Call o 

" •* ** in other Companies District 3 

'' Alarms and Stills attended 54 

*' Covers spread 58 

*' Chemicals used 6 

*• . Bags of Sawdust used o 

** Sprinkler heads used 5 

Covering roofs. 7 hours, 41 minutes, 10 men. 
Duration of Service, 19 hours, 15 minutes. 

INSURANCE. 

Total Insurance Involved $ 217,300.00 

Total Loss to Insurance 5»909 13 

Insurance over Loss $ 211,390.87 

SUIKMA&T FOB MONTH ENDING FEBRUABT 28, 1906. 

Number of Alarms in District 27 

** Second Alarms in District 2 

Third ** ** o 

Fourth •• *• o 

Still " »* 34 

*' "to Patrol No. I 34 

'* A. D. T. Telephone ... . 3 

•* '• '* ** " Automatic... o 

** " ** ** Miscellaneous 20 

•* •' •* " Consolidat'd Automatic 4 

Telephone 2 

" ** " " National Automatic... o 

•* ' *' " Telephone.... 5 

** Fires attended by Special Call o 

** " '* in other Companies District ... . i 

*' Alarms and Stills attended 61 

*' Covers spread 447 

• ' Chemicals used 6 

* ' Bags of Sawdust used o 

• * Sprinkler heads used 5 

Covering roofs, 100 hours, 10 men. 
Duration of Service, 35 hours, 20 minutes. 

INSURANCE. 

Total Insurance Involved $ 8.^7,400 on 

Total Loss to Insurance .• 65,988 26 

Insurance over Loss { 771,41 1.74 
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STTMMABY FOB MONTH ENDING MABOH 81. Id06. 

Number of Alarms in District 2 1 

'* Second Alarms in District 5 

Third ** *' 3 

•* Fourth •* *' I 

Siill •* •' 54 

" *• to Pairol No. 1 54 

** •• ** A. D. T. Telephone.... 9 

•* ** *• ** •• Automatic... i 

** * • *♦ ** Miscellaneous 33 

** '* ** ** Consolidated Automatic 7 

•« ** •• '• •' Telephone o 

'* *♦ *' *• National Automatic.... o 

•• ** *• ** *' Telephone.... 4 

'* Fires attended by Special Call o 

•* *• ** in other Companies District ... . 3 

" Alarms and Stills attended 75 

" Covers spread 309 

'* Chemicals used 11 

* ' Bags Sawdust used o 

** Sprinkler heads used i 

Covering roofs, 120 hours, 30 minutes, 31 men. 
Duration of Service, 39 hours, 20 minutes. 

INSURANCE. 

Total Insurance Involved $1,947,600.00 

Total Itoss to Insurance 319,400.06 

Insurance over Loss 111^28,199.94 



SUMMABT FOB MONTH ENDING APRIL 80, 1906. 

Number of Alarms in District 17 

** Second Alarms in District 2 

Third " '* i 

** Fourth *' *' o 

Still •* " 32 

** " *' to Patrol No. 1 32 

*• A. D. T. Telephone. ... i 

*» ♦* *• •• *• Automatic... o 

•' " " " Micellaneous 17 

•* '• Consolidated Automatic 10 

Telephone 2 

•* National Automatic... i 

Telephone.... i 

*' Fires attended by Special Call o 

" ** ** in other Companies District o 

*' Alarms and Stills attended 49 

** Covers spread 189 

** Chemicals used 2 

* • Bags Sawdust used o 

** Sprinkler heads used 11 

Covering roofs, 69 hours, 35 minutes, 29 men. 
Duration of Service, 25 hours, 5 minutes. 

INSURANCE. 

Total Insurance Involved $1,064,400.00 

Total Loss to Insurance 70,516. 15 

Insurance over Loss $ 993,883.85 



SUMMARY FOB MONTH ENDING MAY Si, 1006. 

Number of Alarms in District 21 

•• Second Alarms in District 3 

Third '*. " o 

Fourth •* " I 

Still *' •* 41 

♦• " to Patrol No. 1 41 

*' A. D.T. Telephone.... 3 

•* '* " " Automatic... o 

•* " " " Miscellaneous 33 

" " * . *' Consolidated Automatic 3 

*• •♦ •* ** Tcltphone o 

** •' '• '* National Automatic ... . i 

*' " *' " ** Telephone i 

Fires attended by Special Call o 

*' ** in other Companies District 2 

'* Alarms and Stills attended 62 

'* Covers spread 77 

* * Chemicals used 3 

** Bags Sawdust used o 

•* Sprinkler heads used o 

Covering roofs, 13 hours, 5 men. 
Duration of Service, 20 hours, 20 minutes. 

INSURANCE 

Total Insurance Involved $ 385,000 00 

Total Loss to Insurance 33,146. 14 

Insurance over Loss $ 361,853.86 



it i( 



SUMMABY FOB MONTH ENDING JUNE 80, 1906. 

Number of Alarms in District 9 

'* Second Alarms in District i 

Third '* *' i 

" Fourth '• •* o 

Still " '* 34 

•• to Patrol No. i 34 

•* A. D. T. Telephone.... 4 

•* Automatic 2 

'* " •' " Miscellaneous 19 

" " Consolidated Automatic 7 

' * Telephone i 

'• ** *• " National Automatic ... . o 

•• " *' •♦ Telephone.... i 

* • Fires attended by Special Call o 

'* '• *• in other Companies District i 

'* Alarms and Stills attended 43 

'* Covers spread 109 

•* Chemicals used 3 

" Bags Sawdust used o 

" Sprinkler heads used 5 

Covering roofs, 32 hours, 20 men. 
Duration of Service, 15 hours, 45 minutes. 

INSURANCE. 

Total Insurance Involved $ 122,000.00 

Total Loss to Insurance 1,054.86 

Insurance over Loss $ 120,945.14 
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StntUASV FOS MONTH BNDINO JULT 81, 1006. 

I 

Number of Alarms in District 23 

** Second Alarms in District 2 

Third *• *' o 

** Fourth *' *• I 

Still •* " 32 

** '• to Patrol No. I 32 

•• A. D. T. Telephone.... i 

Automatic... o 

'* *• *' '* Miscellaneous 2a 

"• Consolidated Automatic 7 

Telephone 2 

** '* '* National Automatic ... . o 

Telephone.... o 

* * Fi res attended by Special Call o 

" *' " in other Companies District 2 

' ' Alarms and Stills attended 55 

** Covers spread 128 

*• Chemicals used 2 

* ' Bags Sawdust used , . . o 

*• Sprinkler heads used 3 

Covering roofs, 20 hours, 11 men. 
Duration of Service, 19 hours, ao minutes. 

INSURANCE. 

Total Insurance Involved $ 565,350.00 

Total Loss to Insurance 20,324.11 

Insurance over Loss $ 545,025 89 



SUMMABT FOB MONTH ENDING AUGUST 81, 1906. 



Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 



it 



({ 



Still 



1 1 
(( 
t( 
(I 
t( 

n 
(( 
l( 
It 
(< 
ti 
1 1 
<f 
it 
<< 



(( 
( t 
t i 
t( 
(t 
(( 
{ i 
<( 



(I 
l( 
i( 



«( 
«( 

I i 



<( 
( t 
ii 
ii 
It 



to Patrol No. i 

** A. D. T. Telephone 

** Automatic... 

Miscellaneous 

Consolidated Automatic 

** Telephone 

National Automatic .... 

** Telephone 

Fires attended by Special Call 

♦* '* in other Companies District 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, ti hours. 45 minutes, 10 men. 
Duration of Service, 15 hours, 5 minutes. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 



10 

3 

2 

I 

34 

34 
I 

o 

19 
6 

3 
I 

4 
o 

2 

44 

89 

6 

o 

4 



430- '50.00 
a9»383.48 



Insurance over Loss $ 400.766.5a 
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SUMBKA&T FOB MONTH ENDING SBFTEMBEB 80, 1906. 



Number Alarms in District 

Second Alarms in District 



Third 

Fourth 

Still 



it 



t • 



(I 



^l 



n 

it 

*( 

(( 

(i 

(t 

*( 



( t 
( t 
t( 

(• 
n 

(I 



l( 
ii 
It 
(i 
1 1 
(I 



to Patrol No. I 

'* A. D. T. Telephone 

*' Automatic... 

Miscellaneous 

Consolidated Automatic 

•* Telephone 

National Automatic .... 

•* Telephone 

Fires attended by Special Call 

*• ** in other Companies District 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 4 hours, 6 men. 
Duration of Service, 18 hours. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 
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o 
o 
I 
29 
29 
2 
I 

9 
II 

2 

o 

4 
I 

2 

45 
112 

5 

o 

5 



435,500.00 
16,902.51 



Insurance over Loss $ 418,597.49 



SOMMABT FOB MONTH ENDING OCTOBEB 81, 1906. 



Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 
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to Patrol No. i 

" A. D. T. Telephone.... 

* ' Autopiatic 

Miscellaneous 

Consolidated Automatic 

** Telephone 

National Automatic .... 

** Telephone.... 

Fires attended by Special Call 

" '* in other Companies District.... 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 5 hours, 15 minutes, 4 men. 
Duration of Service, 13 hours, 10 minutes. 

INSURANCE. 

Total Insurance Involved f 1,588,725.00 

Total Loss to Insurance 5,838.53 
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76 
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Insurance over Loss {1,582,886.47 



24 

SXTMBCABT FOE MONTH ENDING NOVEMBEB 30, 1906. 

Number of Alarms in District i8 

• ' Second Alarms in District i 

Third •* " i 

Fourth " '• I 

" Still '' '* 44 

'♦ •• *• to Patrol No. I 44 

'• •* A. D. T. Telephone.... 3 

•» '• ** •• Automatic... 2 

*' '* " Miscellaneous... 25 

•• •* ** •• Consolidated Automatic 9 

Telephone 3 

** *• " •* National Automatic i 

Telephone.... i 

Fires attended by Special Call .... 3 

in other Companies District 3 

** Alarms and Stills attended .. ; 62 

*' Covers spread 274 

'* Chemicals used 2 

" Bags Sawdust used o 

" Sprinkler heads used 4 

Covering roofs, 50 hours, 30 minutes, 18 men. 
Duration of Service, 24 hours, 55 minutes. 

INSURANCE. 

Total Insurance Involved $ 870,049.30 

Total Loss to Insurance 237,675.44 

Insurance over Loss $ 632,373.86 
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SUMBCABT FOB MONTH ENDING DE0E3IBEB 81, 1906. 

Number of Alarms in District 14 

" Second Alarms in District 5 

Third '* *' 2 

Fourth •• •' I 

*' Still •' '• 51 

** to Patrol No. I 51 

A. D. T. Telephone 7 

♦* '• *' * Automatic o 

** " •' * Miscellaneous 30 

•* *• •* *• Consolidated Automatic 5 

Telephone i 

♦ « » * " " National Automatic .... 2 

Telephone.... 6 

Fires attended by Special Call o 

in t)lher Companies District 4 

Alarms and Stills attended 65 

Covers spread 492 

* * Chemicals used 9 

Bags Sawdust used o 

Sprinkler heads used 5 

Covering roofs, 156 hours, 10 minutes, 46 men. 
Duration of Servi'^e, 45 hours. 20 minutes. 

INSUR*ANCE. 

Total Insurance Involved $r, 404, 700 00 

Total Loss to Insurance • 217,948.51 

Insurance over Loss $1,186,751.49 
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WORK PERFORMED BY DETAIL NO- 1- 

SUMMABT FOB MONTH ENDING JANUABT 81, 1906. 

Number of Fires attended 9 

** Second Alarms attended 3 

Third *' " o 

Fonrth *' " o 

Special Calls *' o 

Fires attended in dther Companies District 3 

Times in other Companies Quarters i 

Hours *' *» •• 5M 

Covers spread 24 

Bags Sawdust used o 

Duration of Service, 16 hours, 55 minutes. 

SUMMABT FOB MONTH ENDING FEBBUABT 28, 1906. 

Number of Fires attended 15 

** Second Alarms attended 2 

Third '* ** o 

Fourth " '• o 

Special Calls " i 

Fires attended in other Companies District I 

Times in other Companies Quarters o 

Hours •♦ ** " o 

' ' Covers spread 90 

" Bags Sawdust used o 

Duration of Service, 29 hours, 10 minutes. 



SUMMABT FOB MONTH ENDING MABCH 81, 1906. 

Number of Fires attended , 13 

'* Second Alarms aitendtd 1 

Third ** " o 

Fourth " " o 

Special Calls ** o 

Fires attended in other Ci^nipanies District o 

Times in other Companies Quarters o 

Hours •• •' " o 

•* Covers spread 25 

* * Bags Sawdust used o 

Duration cf Service, 14 hours, 25 niinuu-s. 
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SUMMABT FOB MONTH ENDING APBIL 30, 1906. 

Number of Fires attended 11 

** Second Alarms attended o 

Third *' •" o 

** Fourth " '* o 

" Special Calls '• i 

* * Fires attended in other Companies District o 

•* Times in other Companies Quarters o 

Hours *' " " o 

' * Covers spread o 

" Bags Sawdust used o 

Duration of Service, 6 hours, 30 minutes. 



27 
STTMMABT FOB MONTH ENDING MAT 81, 1906. 



Nnmber of Fires attended lo 

' * Second Alarms attended 3 

Third " •' .' o 

Fourth *' " o 

Special Calls *' i 

Fires attended in other Companies District i 

Times in other Companies Quarters i 

Hours •* ** '* 3>i 

Covers spread 6 

Bags Sawdust used o 

Duration of Service, i6 hours, lo minutes. 
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SUMMARY FOB MONTH ENDING JTTNE 80, 1006. 

Number of Fires attended 4 

' ' Second Alarms attended i 

Third ** " i 

Fourth ** ** o 

Special Calls '* 5 

•' Fires attended in other Companies District i 

' ' Times in other Companies Quarters i 

Hours ** •• •* 45min. 

' ' Covers spread ' 20 

' ' Bags Sawdust used o 

Duration of Service, 9 hours, 20 minutes. 



STJMMAB7 FOB MONTH ENDING JTJL7 81, 1906. 

Number of Fires attended i 

•* Second Alarms attended i 

•• Third " '* o 

Fourth ** •* I 

•• Special Calls " 2 

Fires attended in other Companies District o 

Times in other Companies Quarters i 

Hours *' ** ** 3 hrs. 35 min. 

** Covers spread 10 

*' Bags Sawdust used . o 

Duration of Service, 18 hours, 35 minutes. 



K 



SUMMAB7 FOB MONTH ENDING AUGUST 31, 1906. 

Number of Fires attended 5 

* ' Second Alarms attended 2 

Third ** ** i 

Fourth " •* o 

" Special Calls " I 

Fires attended in other Companies District a 

Times in other Companies Quarters i 

Hours *' •' •* yi 

' ' Covers spread 36 

' * Bags Sawdust used b 

Duration of Service, 9 hours, 30 minutes. 



1 1 
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SX7MMABY FOB MONTH ENDING SBPTBMBBB 80, 1006. 

Number of Fires attended 8 

** Second Alarms attended o 

Third '* " o 

Fourth *• •* I 

Special Calls " i 

" Fires attended in other Companies District 2 

" Times in other Companies Quarters o 

'• Hours '* *• :• o 

'* Covers spread 50 

** Bags Sawdust used o 

Duration of Service. 8 hours, 40 minutes. 



STTMMABT FOB MONTH ENDING OOTOBEB 81 , 1906. 

Number of Fires attended 5 

** Second Alarms attended o 

Third '* *' o 

Fourth " '* o 

Special Calls *' 1 

Fires attended in other Companies District o 

Times in other Companies Quarters o 



Hours " '* *' o 



Covers spread la 

Sags Sawdust used o 

Duration of Service, 8 hours, 05 minutes. 



SXJMMAB7 FOB MONTH ENDING NOVEMBBB, SO, 1906. 

Number of Fires attended 10 

** Second Alarms attended 

Third " ** 

Fourth ** " 

Special Calls ** 

Fire attended in other Companies District 

Times in other Companies Quaiters 3 

'* Hours '• *' ** 5 hrs 30 min. 

* • Covers spread 38 

•' Bags Sawdust used o 

Duration of Service, 20 hours, 05 minutes. 
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ST7MMABY FOB MONTH ENDING DECEMBEB 81, 1906. 

Number of Fires attended .• 11 

** Second Alarms attended 5 

Third '* *• « 

Fourth ** ** I 

Special Calls *' 2 

Fires attended in other Companies District 3 

Times in other Companies Quarters i 

Hours *• '* " 2 hrs, 25 min. 

•' Covers spread 82 

^' Bags Sawdust used o 

Duration of Service, 39 hours, 50 minutes. 
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SUMMARY OF WORK 

Performed by ■•Detaii," No. i, Showing Firks Attended a 
FiRBs Attended in Other Companies District, Timbs ani 
Hours in Other Companies Quarters, Covers Spread, 
Sawdust Used and Duration of Service. 
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FIRE INSURANCE PATROL COMPANY NO. 2 

214 SOUTH SAKQAMON STREET. 



PERMANENT FORCE. 



POSITION 


NAMB. 

George Moore 

Thomas Burke . . . 


RESIDENCE. 


BID6I. 


Captain 


96 Evergreen Avenue 

242 Winchester Avenue 


C 


lyientenant 


Patrolman 


Patrick Carroll. . . 


18 Sibley Street 


>9 
20 


Patrolman 


James Kennedy.. 


307 W. Congress Street 


Patrolman 


Stephen Gaul.... 


758 W. Van Buren Street 


ai 


Patrolman 


Martin Hogan . . . 


497 W. Twelfth Street 


22 


Patrolman 


George Leber .... 


433 W. Harrison Street 


a3 


Patrolman 


John Carroll 


224 W. Congress Street 


»4 


Patrolman 


Patrick Barron. . . 


322 W. Jackson Boulevard 


»5 


Patrolman 


Mich'l McKinley 


888 N. Sawyer Avenue 


26 

• 


Patrolman 


Frank Kasbohm. . 


154 S. IrviufiT Avenue 


27 
28 


Driver 


Albert Pepin 


606 Ogden Avenue 









AUXILIARY FORCE. 



POSITION 


NAME. 


RESIDENCE. 


BiMl. 


Patrolman 

PatrolmanT 

Patrolman 

Patrolman 


Edwin Krause . . . 
John Unger.... .. 

Frank Busch 

John Kennedy. . . 


638 W. Chicago Avenue 

222 S. Sangamon Street 

481 S. Marshfield Avenue 

35 Spruce Street 


29 
30 
31 
3a 







31 

Summary by the Month for the Year Ending January 31, 1906. 

FIBS INSX7BANGE PATBOL COMPANY NO. 2. 



Number of Alarms in District 28 

*' Second Alarms in District o 

Third " *' o 

Fourth •* •* o 

Still ** •* 27 

'♦ to Patrol No. 2 o 

i( it tt *• A TJ T r 

** ** '* ** Miscellaneous. 22 



(< 

ii 



Fires attended by Special Call o 

in other Companies District o 

Alarms and Stills attended 55 

Times special duty in other Companies Quarters 2 
Hours •* •• *' ** ihr. 3omin. 

' * Covers spread 40 

" Chemicals used 11 

•* Bags Sawdust used o 

' * Sprinkler heads used 7 

Covering roofs, none. 

Duration of Service, 38 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved { 155,200 00 

Total hoss to Insurance 5,885.00 

Insurance over hoss $ 149,315.00 



STTMMABY FOB MONTH ENDING FEBBTJABY 28, 1006. 

Number of Alarms in District 48 

** Second Alarms in District i 

Third ♦* ** o 



t( 



Fourth " *• o 

•' to Patrol No. 2 



Still *• " 2S 

** A. D. T ..'.'..'.. ........ 8 

*' •' *' ** Miscellaneous 20 

'* Fires attended by Special Call o 



it 



in other Companies District .... 3 

Alarms and Stills attended 79 

Times special duty in other Companies Quarters i 

•» Hours ** •• •' " 3 

•' Covers spread 159 

*• Chemicals used 6 

Bags Sawdust used 8 

Sprinkler heads used 1 1 

Covering roofs, none. 

Duration of Service, 40 hours, 20 minutes. 

INSURANCE. 

Total Insurance Involved $ 556,500.00 

Total Loss to Insurance 9,750.64 

Insurance over I^ss f 546,749.36 



■I 
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SUMMARY FOB MONTH ENDINQ MARCH 81, 1906. 



Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 

Still 



t ( 



t( 



<< 



4( 



({ 



• « • • 



{( 



t( 



to Patrol No. 2 

♦' A. D. T 

'* Miscellaneous ... 

Fires attended by Special Call 

** ** in other Companies District.... 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 7 hours, 15 minutes, 10 men. 
Duration of Service, 4a hours, 

INSURANCE. 

Total Insurance Involved $ 353,700.00 

Total Loss to Insurance 35, 1 15.35 



36 

o 

I 
o 

28 

o 

.2 

26 

o 

3 

67 

2 

2 hrs. 35 min. 
250 

9 
o 

o 



Insurance over Loss $ 318,584.65 



SUMMARY FOR MONTH ENDING APRIL 80, 1906. 



Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 

Still 
It 



(( 



it 



< t 



(< 



to Patrol No. 2 

»* A. D. T 

** Miscellaneous 

Fires attended by Special Call 

•* ** in other Companies District 

Alarms and Stills attended , 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Bajs^s Sawdust used 

Sprinkler heads u>«-ed 

Covering roofs, none. 
Duration of Service, 30 hours. 

INSUR.^NCK 

Total Insurance Involved $ 259,600.00 

Total Loss to Insurance 99,4-^0.47 



38 
o 

r 

o 

21 

5 

5 

1 1 
o 

4 

5i 

o 

o 
87 

4 
o 

I 



Insurance over Loss. 



4 160,169.53 
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8T7KMABY FOB MONTH ENDING MAT 81, 1906. 

Number of Alarms in District 37 

" Second Alarms in District 2 

Third ** ** o 

'* Fourth •* '• I 

Still *' •* 23 

•' to Patrol No. 2 2 

tl <• (( *♦ A D T o 

** •' •• Miscellaneous 19 

Fires attended by Special Call ' o 

in other Companies District .... 4 

'* Alarms and Stills attended 62 

** Times special duty in other Companies Quarters i 

Hours •* *• *' •• 5omin. 

** Covers spread 138 

* * Chemicals used 8 

** Bags Sawdust used o 

'* Sprinkler heads used o 

Covering roofs, a hours, 30 minutes, 2 men. 
Duration of Service, 35 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved $ 251,000 00 

Total Loss to Insurance 83,431.54 

Insurance over Loss $ 167,568.46 



SUMMARY FOR MONTH ENDING JT7NB 80, 1906. 

Number of Alarms in District 43 

'* Second Alarms in District o 

Third *' ** o 

Fourth " *• o 

•' Still " " 31 

" '♦ " to Patrol No. 2 3 



ii t< i< ** A n T >% 



'* ** •* " Miscellaneous 25 

* • Fires attended by Special Call o 

'• ** *• in other Companies District i 

•* Alarms and Stills attended 7j 

*' Times special duty in other Companies Quarters i 

Hours - '' *• '* 35 min. 

•* Covers spread 97 

'* Chemicals used 9 

*' Bags Sawdust used o 

* * Sprinkler heads used 6 

Covering roofs, none. 

Duration of Service, 30 hours, 25 minutes. 

INSURANCE. 

Total Insurance Involved $ 50, 100.00 

Total Lopa to Insurance 5,041.50 

Insurance over Loss % ks^'^'^ 
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SXJMMABT FOB MONTH ENDING JULY 81, 1906. 

Number of Alarms in District 54 

** Second Alarms in District 2 

Third " " o 

Fourth *• '• o 

Still " " 28 

" to Patrol No. 2 2 

It «( <i •* A n T o 

'* ** *' *• Miscellaneous 24 

Fires attended by Special Call o 

ia other Companies District .... 2 

Alarms and Stills attended 82 

Times special duty in other Companies Quarters i 
Hours *' ** *' ** I hr, 15 min. 

Covers spread 92 

Chemicals used 9 

Bags Sawdust used o 

Sprinkler heads used 4 

Covering roofs, none. 

Duration of Service, 20 hours, ao minutes. 

INSURANCE. 

Total Insurance Involved $ 129,800 00 

Total Loss to Insurance 21,324.27 

Insurance over Loss $ 108,475 73 
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SUMMARY FOB MONTH ENDING AUGUST 81, 1906. 

Number of Alarms in District 39 

•* Second Alarms in District 2 

• Third " *' 2 

Fourth " " o 

Still " " 25 

** *♦ •• toPatfolNo. 2 I 

♦» <« t< '• A n T 9 

*• ** ** " Miscellaneous 21 

*• Fires attended by Special Call i 

*• ** '* in other Companies District 1 

' ' Alarms and Stills attended 62 

" Times special duty in other Companies Quarters a 

'' Hours •* " " •• 2hrs. lomin. 

• • Covers spread 433 

•* Chemicals used 7 • 

• * Bags Sawdust used 42 

• * Sprinkler heads used 11 

Covering roofs, none. 

Duration ol Service, 43 hours, ?5 minutes. 

INSURANCE. 

Total Insurance Involved $ 833.775.00 

Total Loss to Insurance 144)477.34 

Insurance over Loss $ 689,297,66 



> 
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STTMMABY FOB MONTH ENDING SEFTEMBEB 80, 1906. 

Number Alarms in District 44 

* ' Second Alarms in District t 

Third ** '* o 

•• Fourth " " o 

Still " *' 30 

'• to Patrol No. 2 2 

'• A. D T I 

*• *' *' " Miscellaneous 27 

Fires attended by Special Call o 

in other Companies District o 

*' Alarms and Stills attended 75 

'* Times special duty in other Companies Quarters i 

Hours " *' *' '• jhrs. 4omiiu 

* * Covers spread 216 

* * Chemicals used 10 

* * Bag^s Sawdust used o 

• ' Sprinkler heads used : 6 

Covering roofs, none. 

Duration of Service, 29 hours, 25 minutes. 

INSURANCE. 

Total Insurance Involved $ 1 18,275.00 

Total I^oss to Insurance 9, 144.94 

Insurance over I^oss $ 109,130.06 



BOMMABY FOB MONTH ENDING OOTOBEB 31, 1906. 

Number of Alarms in District 47 

•• Second Alarms in District o 

" Third *' " o 

" Fourth *• *' o 

Still *• '• 27 

'• •* " to Patrol No. 2 i 

(( i< n ** A n T* A 

*» '* *' ** Miscellaneous 22 

•* Fires attended by Special Call o 



in other Companies District o 

Alarms and Stills attended 74 

Times special duty in other Companies Quarters o 



({ 

' ' Covers spread 24 

•' (Chemicals used 6 

1 1 



Hours ** '* •♦ •« o 



Bags Sawdust used o 

* * Sprinkler heads used i 

Covering roofs, i hour, 10 minutes, 2 men. 
Duration of Service, 26 hours. 

INSURANCE. 

Total Insurance Involved $ 62,088.00 

Total l/oss to Insurance 4,655.61 

Insurance over Loss $ ^"VNVJk'*'*'^ 
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STJMMAB7 FOB MONTH ENDING NOVBMBEB 80, 1906. 

Number of Alarms in District ^ 

" Second Alarms in District o 

Third ** * o 

Fourth '• '• « 

Still '* •♦ 23 

*' to Patrol No. J i 

li f( •( *« A n T c 

•* '* Miscellaneous 17 

•* Fires fittended by Special Call o 

" *• •* in other Companies District a 

'* Alarms and Stills attended S9 

' ' Times special dnty in other Companies Quarters i 

Hours •♦ ** •* •* 3omin. 

'* Covers spread '. 289 

" Chemicals used 10 

" Bags Sawdust used is 

' * Sprinkler heads used 5 

Covering roofs, 8 hours, 30 minutes, 6 men. 

Duration of Service, 40 hours, 15 minutes. 

INSURANCE. 

Total Insurance Involved $ 397,200.00 

Total Loss to Insurance io5>989.34 

Insurance over Loss $ 291,210.66 



SUICDCABY FOB MONTH BNDING DBOEMBEB 81, 1908. 

Number of Alarms in District ' 48 

" Second Alarms in District 3 

Third ** ** 2 

Fourth " *' I 

*' Still ** *' 29 

** ' *• to Patrol No. 2 o 

i( ■( <4 '^ A D nr « 

•* •* * * '* Miscellaneous 26 

* • Fires attended by Special Call i 

" in other Companies District 3 

Alarms and Stills attended 75 






(< 

4 i 



Times special duty in other Companies Quarters o 

Hours ** ** *• »* jb* 

Covers spread 336 

** Chemicals used 7 

Bags Sawdust used o 

Sprinkler heads used 2 

Covering roofs, 6 hours, 30 minutes, 7 men. 

Duration of Service, 48 hours. 40 minutes. 

INSURANCE. 

Total Insurance Involved $ 376,750.00 

Total Loss to Insurance 108,900.71 

Insurance over Loss $ 267,849.29 
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WORK PERFORMED BY DETAIL NO. 2. 



< t 
it 



STJMMABT FOB MONTH EKDINQ JANUARY 81, 1906. 

Number of Fires attended 12 

" Second Alarms attended c 

Third " " o 

Fourth " " o 

Special Calls *' o 

** Fires attended in other Companies District o 

* ' Times in other Companies Quarters 2 

" Hours *' •* *• ihr. 3omin. 

Covers spread • 1 

Bags Sawdust used o 

Duration of Service, 6 hours, 25 minutes. 



SUMMARY FOR MONTH RNDINQ FEBRUARY 28, 1906. 

Number of Fires attended 25 

** Second Alarms attended 2 

Third '' *' o 

Fourth ** ** o 

♦* Special Calls " o 

" Fires attended in other Companies District 2 

" Times in other Companies Quarters o 

Hours •• •• •• o 

' * Covers spread 32 

" Bags Sawdust used o 

Duration of Service, 24 hours, 10 minutes. 



SUMMARY FOR MONTH ENDING MARCH 31, 1906. 

Number of Fires attended 18 

Second Alarms attended i 

Third ** '* i 

Fourth " *' o 

*• Special Calls ** i 

" Fires attended in other Companies District i 

*♦ Times in other Companies Quarters o 



( t 



(t 



Hours " •' •• o 

Covers spread 42 

** Bags Sawdust used o 

Duration of Service, 19 hours, 40 minutes. 



SUMMARY FOR MONTH ENDING APRIL 30, 1906. 

Number of Fires attended 23 

»* Second Alarms attended i 

Third *' " i 

" Fourth " •* o 

•V Special Calls '* o 

*• Fires attended in other Companies District i 

* • Times in other Companies Quarters : o 

Hours *• ** *' o 

** Covers spread 34 

*• Bags Sawdust used o 

Duration of Service, 24 hours, 25 minutes. 
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SXJMMABT FOB MONTH ENDING MAY 81, 1906. 

Number of Fires attended 23 

' ' Second Alarms, attended 3 

Third " •' o 

Fourth *' " o 

Special Calls *' o 

* ' Pires attended in other Companies District 3 

Times in other Companies Quarters i 

Hours *' ** '• 5omin. 

Covers spread 30 

Bags Sawdust used o 

Duration of Service, 26 hours, 20 minutes. 



1 1 

(t 



SUMMARY FOB MONTH ENDING JTTNE 30, 1906. 

Number of Fires attended 24 

' ' Second Alarms attended o 

Third '* '* o 

Fourth ** •• : o 

Special Calls ** o 

Fires attended in other Companies District o 

Times in other Companies Quarters i 

Hours ** •* ** 35 niin. 

Covers spread 4 

" Bags Sawdust used o 

Duration of Service, 11 hours, 20 minutes. 






ST7MMABT FOB MONTH ENDING JULY 81, 1906. 

Number of Fires attended 23 

" Second Alarms attended i 

Third ** " i 

Fourth •* '* o 

Special Calls *' o 

Fires attended in other Companies District i 

Times in other Companies Quarters i 

Hours *' '• *' I hrs. 15 min. 

** Covers spread , 13 

* * Ba>(s Sawdust used o 

Duration of Service, ao hours, 10 minntes. 



• < 

li 



SUMMAB7 FOB MONTH ENDING AUGUST 31, 1906. 

Number of Fires attended 23 

* ' Second Alarms attended i 

*' Third " ** a 

Fourth •♦ •* o 

•* Special Calls " o 

** Fires attended in other Companies District i 

'• Times in other Companies Quarters i.. 2 

** Hours ** •* •* 2 hrs. lo min. 

. Covers spread 52 

Bags Sawdust used o 

Duration of Service, 30 hours, 20 minutes. 



4( 
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ST7MMAB7 FOB MONTH ENDING MABOH 81, 1906. 

Number of Alarms in District 4 

•' Second Alarms in District o 

'» Third *• *' o 

Fourth '* ** o 

Still ** " o 

*» to Patrol No. 4 o 

** * • ** *' Miscellaneous o 

" Alarms and Stills attended 4 

" Watchman's Signal Boxes. 4 

*' Tanks used i 

** Firese extinguished 2 

Duration of Service, 2 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved $ None 

Total Loss to Insurance None 



Insurance over Loss $ None 



ST7MMAB7 FOB MONTH ENDING APBIL 80, 1906. 

Number of Alarms in District 7 

Second Alarms in District o 

Third " '* o 

Fourth " ** o 

Still *• " 4 

*• to Patrol No. 4 i 

** * ' " Micellaneous 3 

Alarms and Stills attended 10 

Watchman's Signal Boxes 6 

Tanks, used 4 

Fires extinguished 3 

Duration of Service, 4 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved $ None 

Total Loss to Insurance None 



Insurance over Loss $ None 
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STTMMAB7 FOB MONTH ENJ)INa MAY 81, 1906. 

Number of Alarms in District 5 

" Second Alarms in District i 

** Third " •' o 

" Fourth ** ** o 

•* Still •* " I 

" «* " to Patrol No. 4 o 

*• <» " '* Miscellaneous i 

'* Alarms and Stills attended 6 

** Watchman's Signal Boxes 5 

** TanlLs used i 

•* Fires exting^uished 4 

Duration of Service, 6 hours, 15 minutes. 

INSURANCE. 

Total Insurance Involved $ None 

Total Loss to Insurance None 



Insurance over Loss $ None 



SXJMMABY FOB MONTH ENDING JUNE 30, 1906. 

Number of Alarms in District 11 

Second Alarms in District o 

Third ** *' o 

Fourth " " o 

Still " '* I 

'* to Patrol No. 4 o 

** ** " Miscellaneous i 

Alarms and Stills attended la 

Watchman's Signal Boxes 11 

Tanks used 3 

Fires extinguished 5 

Duration of Service, 6 hours, 45 minutes. 

INSURANCE. 

Total Insurance Involved $ None 

Total Loss to Insurance None 



Insurance over Loss 1^ '^^x^^^ 
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SUMKABT FOB MONTH BNDIN0 JULY 81, 1006. 



Number of Alarms in District 

Second Alarms in District 



Third 

Fourth 

Still 



(t 



(i 



(( 



K 



( I 



(I 



*( 



l( 



(( 



to Patrol No. 4 

'* Miscellaneous 

Alarms and Stills attended 

Watchman^s Signal Boxes 

Tanks used 

Fires extinguished 

Duration of Service, 4 hours, 10 minutes. * 

INSURANCE. 



Total Insurance Involved $ None 

Total Loss to Insurance . . , None 



7 
o 

o 

o 

4 
2 
2 

9 
3 

5 

4 



Insurance over Loss $ None 



SUMMABY FOB MONTH BNDIN0 AUGUST 81, 1906. 



Number of Alarms in District 

Second Alarms in District 



Third 

Fourth 

Still 



li 



(< 



( I 



1 1 



•< 



< I 



<( 



t( 



n 



ii 



to Patrol No. 4 

" Miscellaneous 

Alarms and Stills attended 

Watchman's Signal Boxes 

Tanks used 

Fires extingitished 

Duration of Service, 3 hours, 25 minutes. 

INSURANCE. 



Total Insurance Involved $ 6,300.00 

Total Loss to Insurance 6,300.00 



2 
I 
I 

o 

4 
I 

3 

5 

2 

2 
I 



Insurance ovtr Loss $ None 
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SUKMABT FOB MONTH ENDING SEPTEMBEB 80, 1906. 



Number Alarms in District 

Second Alarms in District 
Third 



n 



(i 



Fourth 
Still 



(( 



<( 



( I 



ti 



< ( 



(( 



(( 



(( 



to Patrol No. 4 

" Miscellaneous 

Alarms and Stills attended 

Watchman's Signal Boxes 

Tanks used 

Fires extinguished 

Duration of Service, 3 hours, 05 minutes. 

INSURANCE. 



Total Insurance Involved { None 

Total Loss to Insurance None 



7 
o 

o 

o 

2 
I 
I 

8 

3 

2 

3 



Insurance over Loss J None 



SUMKABY FOB MONTH ENDING OOTOBEB 31, 1906. 



Number of Alarms in District 

Second Alarms in District 



Third 

Fourth 

Still 



<f 



1 1 



t( 



ii 



(i 



< t 



( i 



Ci 



(i 



to Patrol No. 4 

•* Miscellaneous 

Alarms and Stills attended 

Watchman's Signal Boxes 

Tanks used 

Fires extinguished 

Duration of Service, 7 hours. 

INSURANCE. 



Total Insurance Involved $ None 

Total Loss to Insurance None 



10 
o 
o 
o 

3 
o 

3 

13 
9 

4 
7 



Insurance over Loss $ None 
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SUMMARY FOB MONTH ENDING NOVBMBBB 30, 1906. 

Number of Alarms in District 5 

" Second Alarms in District o 

Third " " o 

Fourth •• ♦* o 

Still " '♦ I 

'• to Patrol No. 4 o 

•* " Miscellaneous i 

" Alarms and Stills attended ,6 

* ' Watchman's Signal Boxes 5 

* * Tanks used o 

* ' Fires extinguished i 

Duration of Service, 2 hours, 15 minutes. 

INSURANCE. 

Total Insurance Involved $ None 

Total Loss to Insurance None 



Insurance over Loss $ None 



SUMMABT FOB MONTH BNDINQ DEOBMBEB 81, 1906. 

Number of Alarms in District 6 

" Second Alarms in District o 

Third '* " ' o 

Fourth " '* o 

'♦ Still " *• 2 

" ♦• to Patrol No. 4 i 

** ** *' '* Miscellaneous i 

Alarms and Stills attended 8 

* ' Watchman's Signal Boxes 5 

** Tanks used 3 

" Fires extinguished 3 

Duration of Servi'^e, 4 hours, 55 minutes. 

INSURANCE. 

Total Insurance Involved | None 

Total Loss to Insurance None 



Insurance over Loss $ None 
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FIRE INSURANCE PATROL COMPANY NO. 5 



60 WHITING STBEBT. 



PERMANENT FORCE. 



POSITION 



Captain 



Lieutenant 



Patrolman. 



Patrolman. 



Patrolman. 



Driver. 



NAME. 



RESIDENCE. 



H. M. Fulton 



Walter McGuire . 



Wm. J. Foy : . . . 



Earl R. Barnes. . . 



A. F. Golden. 



P. J. Ktnsella 



233 Cleveland Avenue . . . 
145 N. Paulina Street 



1256 E. Wolfram Street, 
797 W. Congress Street 



205 Lincoln Avenue 
208 Sedgwick Street , 



BiDGB. 



45 



46 



47 



48 



AUXILIARY FORCE. 



POSITION. 



Patrolman. 



Patrolman. 



NAME. 



T. A. Mosher 



Albert Laclaire. 



RESIDENCE 



53 Tell Court. 



BiDGE. 



49 



1242 N. California Avenue. ... J 50 
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Summanf by the Month for the Year Ending Decsmbsr 31, 1906. 

FIBE INSX7IIA.NCE PATROL COMPANY NO. 6. 
8XXMMABT FOB MONTH ENDING JANUABY 81, 1906. 

Number of Alarms in District 26 

" Second Alarms in District i 

*' ' Third " '« i 

Fourth ** " I 

Still '* ♦* 23 

" to Patrol No. 5 4 

'* " ** '* A. D. T. Telephone. . . . o 

* ' " Miscellaneous 19 

Fires attended by Special Call o 

'* in other Companies District o 

Alarms and Stills attended 49 

Times special duty in other Companies Quarters o 

*♦ Hours ♦* " ♦* *» o 

' * Covers spread 4s 

Chemicals used 10 

Sprinkler heads used o 

Covering roofs, none. 

Duration of Service, 22 hours, 10 minutes. 

INSURANCE. 

Total Insurance Involved $ 171,875.00 

Total Loss to Insurance 37,151.38 

Insurance over Loss $ 134.723.62 

SUMMABY FOB MONTH ENDING FBBBXXABY 28, 1006. 

Number of Alarms in District 24 

' ' Second Alarms in District o 

Third ** " o 

Fourth " *' o 

Still •• •• 15 

" ** '* to Patrol No. 5 ... i 

'* '* A. D. T. Telephone.... o 

" " * ' '* Miscellaneous 14 

'* Fires attended by Special Call 3 

*' ** *• in other Companies District o 

' ' Alarms and Stills attended 39 

' * Times special duty in other Companies Quarters o 

Hours *• •• *' •* o 

" Covers spread 46 

* * Chemicals used 2 

** Sprinkler heads used o 

Covering roofs, 11 hours, 17 men. 

Duration of Service, 30 hours, 10 minutes. 

INSURANCE. 

Total Insurance Involved $ 65,369 60 

Total Loss to Insurance .' 9»95o.93 

Insurance over Loss $ 55,418.07 
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ST71CMABY FOB MONTH ENDING XABOH 81, 1006 

Number of Alarms in District 

Second Alarms in District 

Third 



(( 



(I 



Fourth 
Still 



(I 



i< 



(t 



ii 



<i 



(i 



i( 



ti 



(I 



t( 



(( 



<( 



to Patrol No. 5 

•* A. D. T. Telephone 

" Miscellaneous 

Fires attended by Special Call 

** " in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours '* 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, 5 hours, 3 men. 
Duration of Service, 37 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved $ 391,400.00 

Total Loss to Insurance 123,292.53 



27 

o 

o 
I 
28 
o 
o 

28 

4 
o 

55 
I 

I hr. 30 min. 

106 

I 

o 



Insurance over Loss $ 168,107.47 



ST7MMABY FOB MONTH ENDING APBIL 80, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



Fourth 

Still 
. <( 



« ( 






to Patrol No. 5 

** A. D. T. Telephone 

* * Miscellaneous 

Fires attended by Special Call 

*' ** in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Qoarters 
Hours 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, 5 hours, 30 minutes, 4 men. 
Duration of Service, 25 hours, to minutes. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 



25 

o 

o 
o 

25 

2 

o 

23 

3 
o 

50 
o 

o 

52 

5 

o 



106,550.00 
9,809.69 



Insurance over Loss $ 96,740.31 
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SXXMMAKT FOB MONTH ENDING MAT 81, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



K 



(( 



Fourth 
Still 



(( 



(< 



4( 



it 



«( 



(( 



(< 



l< 



to Patrol No. 5 

•• A..D. T. Telephone 

" Miscellaneous 

Fires attended by Special Call 

*' '* in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours " '* •• •« 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, 3 hour, 25 minutes, 2 men. 
Duration of Service, 19 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 



33 

o 

o 
o 

18 

o 
o 

18 

4 
o 

51 

I 

40 min. 
12 
6 

o 



48,900 00 
1,314.28 



Insurance over Loss $ 47,585.72 









it 



4( 



l( 



SXXMMAB7 FOB MONTH ENDING JUNE 30, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 

Still 

to Patrol No. 5 

A. D. T. Telephone. . . . 

Miscellaneous 

Fires attended by Special Call 

** ** in other Companies District .... 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Sprinkler heads used , 
Covering roofs, 15 hours, 30 minutes, 14 men. 
Duration of Service, ti hours, 45 minutes. 

INSURANCE. 

Total Insurance Involved $ 174,900.00 

Total Loss to Insurance 30,288.73 

Insnrance over Loss $ 144,611.27 



(< 



( t 



24 
I 
I 
o 

13 
o 

o 

13 

o 

o 

37 
o 

o 

i6q 

2 

o 
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SUMKABT FOB MONTH BNDINa JULY 81, 1006. 

Number of Alarms in District ; 

Second Alarms in District 

Third 



Fourth 
Still 






( < 



(I 



i( 



11 



«t 



( ( 



i I 



to Patrol No. 5 

*• A. D. T. Telephone 

'* Miscellaneous 

Fires attended by Special Call 

" *' in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours •' ** '' 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, i hour, 25 minutes, 3 men. 
Duration of Service, 31 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved f 

Total Loss to Insurance 



35 

o 

o 

o 

«7 

6 

o 

24 
2 

o 

61 

o 
o 

61 

6 
o 



233,700-00 
2,855.06 



Insurance over Loss \ J 230,844.94 



SUMMABT FOB MONTH BNDINa AU0UST 81, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 






(( 



(I 



it 



(( 



4 1 



Fourth 
Still 

<c 



( « 



« I 



It 



<( 



(t 



i( 



1 1 



(( 



I« 



< I 



(< 



(( 



<< 



to Patrol No. 5 

A. D. T. Telephone.... 

Miscellaneous 

Fires attended by Special Call 

** *' in other Companies District.... 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours *• " " 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, none. 

Duration of Service, 22 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved ( 

Total Loss to Insurance 



« ( 



<( 



(< 



« t 



1 1 



28 
2 
I 
o 

12 
I 
o 

II 
o 

2 

40 

o 
o 

72 

3 

1 



94,725.00 
9.853." 



Insurance over Loss $ 84,871.89 
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8T7MMAB7 FOB MONTH ENDING SEPTEMBER 80, 1906. 

Number Alarms in District i6 

^ ' Second Alarms in District i 

Third ** '* ./ o 

* Fourth " ♦' o 

Still " *' i6 

to Patrol No. 5 i 

*' A. D. T. Telephone o 

" *' ** Miscellaneous 15 

Fires attended by Special Call o 

in other Companies District i 

** Alarms and Stills attended 32 

*' Times special duty in other Companies Quarters i 

Hours •• *• " '* 5hr. ismin. 

** Covers spread 25 

* * Chemicals used 2 

•* Sprinkler heads used o 

Covering roofs, none. 

Duration of Service, 11 hours, 45 minutes. 

INSURANCE. 

Total Insurance Involved { 45, 100.00 

Total lyoss to Insurance 618.80 

Insurance over Loss $ 44.481. 20 

SUMMAB7 FOB MONTH ENDING OCTOBER 31, 1906. 

Number of Alarms in District 28 

•* Second Alarms in District i 

Third " " i 

Fourth •• *' o 

Still •• •• 74 

" ** *' to Patrol No. 5 o 

•* A. D. T. Telephone.... o 

" '* ** •* Miscellaneous 24 

** Fires attended by Special Call i 

** ** *• in other Companies District i 

** Alarms and Stills attended 52 

" Times special duty in other Companies Quarters o 

Hours " " '* " o 

' • Covers spread 27 

'* Chemicals used 2 

** Sprinkler heads used o 

Covering roofs, 6 hours, 30 minutes, 18 men. 
Duration of Service, 21 hours, 05 minutes. 

INSURANCE. 

Total Insurance Involved $ 91,200.00 

Total Loss to Insurance 14,131.31 

Insurance over Loss % n"\ ^^3fcJ^*s!^ 
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SUMKABT FOB MONTH BNDINQ NOVBMBEB 80, 1906. 



Number of Alarms in District 

Second Alarms in District 
Third 



ti 



It 



Fourth 
Still 



(I 



t ( 



(( 



it 



< i 



IC 



(( 



(( 



(i 



(( 



to Patrol No. 5 

♦• A. D. T. Telephone.... 

' ' Miscellaneous 

Fires attended by Special Call 

'* "in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, 7 hours, 7 men. 
Duration of Service, 24 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved 

Total lyoss to Insurance 



18 
I 
I 
I 

18 
o 
o 

18 

3 

9 

36 
o 
o 

144 

3 
I 



34,700.00 
3.770.31 



Insurance over Loss $ 30,929 69 



SXJMBIABT FOB MONTH BNDINQ DEOEMBEB 31, 1003. 

Number of Alarms in District 

Second Alarms in District 

Third 



it 



(< 



Fourth 

Still 
«< 



4 ( 



« c 



t« 



4 4 



4 4 



( t 



44 



41 



4( 



4 ( 



4( 



to Patrol No. 5 

•* A. D. T. Telephone 

'* Miscellaneous 

Fires attended by Special Call 

" " in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Sprinkler heads used 

Covering roofs, 2 hours, 30 minutes. 

Duration of Service, 31 hours, 30 minutes, 4 men. 

INSURANCE. 

Total Insurance Involved | 208,549.99 

Total Loss to Insurance 5,057 48 



23 
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I 
26 

o 

o 
26 
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4 

49 
I 

35 min. 

75 

2 

o 



Insurance over Loss $ 203,492.51 
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FIRE INSURANCE PATROL COMPANY NO. 6 



235 S. HOYNB AVENUE. 



PERMANENT FORCE 



POSITION 



Captain 



Lieutenant 



Patrolmaa, 



Patrolman, 



Patrolman. 



Driver. 



NAME. 



George Furnald.. 
John CuUen 



RESIDENCE. 



24 Jackson Place 



354 W. Erie Street 



Joseph Casserly . . . 204 W. Adams Street 



Joseph Murphy. . . 



John Lavin 



1005 W. Harrison Street. 



386 S. Robey Street 



Emery Coffin j 227 S I^evitt Street 



BADGE. 



C 



5^ 
52 

53 
54 



AUXILIARY FORCE. 



POSITION. 



Patrolman. 



Patrolman. 



NAME. 



RESIDENCE 



William Ball .... 



Wm. Grant 



BiDGE. 



197 Hastings Street i 55 

34 Pierce Street \ 56 
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Summary by the Month for the Year Ending December 31, 1906. 

FIBB INSTJBANCE PATROL COMPANY NO. 6. 

SUMMABT FOB MONTH ENDINO JANXXABT 31, 1906. 

Number of Alarms in District , 20 

'• Second Alarms Hn District o 

Third ♦' " o 

Fourth '* ** o 

Still " '♦ 23 

** to Patrol No. 6 i 

" A. D. T. Telephone.... o 

** •** " " Miscellaneous 22 

*' Fires attended by Special Call o 

*• *' '* in other Companies District a 

Alarms and Stills attended 45 

Times special duty in other Companies Quarters 2 
Hours " •' " *• I hr. 45 min. 

* Covers spread 54 

** Chemicals used 12 

Covering roofs, i hour, 2 men. 

Duration of Service, 22 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved % 57, 100 00 

Total lyoss to Insurance 3.998 82 

Insurance over Loss % 53,101.18 

SUMMARY FOB MONTH ENDINO FEBBXXABY 28, 1906. 

Number of Alarms in District 22 

" Second Alarms in District i 






Third ♦* " o 



(t 

Fourth " " I 



Still '* *♦ 24 

.. *' " to Patrol No. 6 o 

A. D. T. Telephone.... i 

*' Miscellaneous 23 

Fires attended by Special Call .... o 



" ** " in other Companies District i 

'' Alarms and Stills attended 46 



*' Times special duty in other Companies Quarters 3 

Hours *' " " " 6hrs. ismin. 

' ' Covers spread 41 

*• Chemicals used 10 

Covering roofs, none. 

Duration of Service, 27 hour, 30 minutes. 

INSURANCE. 

Total Insurance Involved $ 186,500.00 

Total Loss to Insurance 40,484.40 

Insurance over Loss | 146,015.60 
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SXXMMAB7 FOB MONTH ENDING MABOH 81. 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



(< 



(t 



Fourth 
Siill 



(I 



( t 



«« 



(( 



( ( 



i( 



41 



( I 



1( 



(( 



(( 



it 



to Patrol No. 6 

** A. D. T. Telephone .... 

" JViiscellaueous 

Fires attended by Special Call 

" " in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread.. . 
Chemicals used . 
Covering roofs, lo hours, 30 minutes, 11 men. 
Duration of Service, 74 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved $ 182,900.00 

Total Loss to Insurance 32»779>58 



20 

2 
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I 
ao 

o 

o 
20 

o 

a 

42 

6 

20 hrs 

186 

10 



Insurance over Loss $ 150, iao.42 



8T7MKABT FOB MONTH ENDING APBIL 80, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



(t 



<i 



Fourth 


ti 


Still 


tt 


It 


<( 


t( 


14 



«{ 



(< 



<l 



( ( 



to Patrol No. 6 

" A. D. T. Telephone 

' ' Micellaneous 

Fires attended by Special Call 

*' ** in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread 

Chemicals used 

Covering roofs, a3 hours, 15 minutes, ay men. 
Duration of Service, 46 hours. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 



II 
I 
o 
o 

17 

o 

o 

17 

o 
I 

29 

3 
10 hrs. 15 min. 

166 
3 



111,000.00 
i4i453.i5 



Insurance over Loss $ 86,547.8s 
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SITKBCABY FOB KONTH ENDING MAT 81, 1006. 

Number of Alarms in District 

Second Alarms in District 

Third 



(I 



(t 



it 



ii 



( ( 



i( 



K 



Fourth 

Still 
it 



If 



( ( 



(< 



{( 



f( 



(( 



(t 



(I 



t( 



IC 



(( 



(( 



(I 



(f 



(( 



1 1 



(( 



l{ 



19 
o 

o 

o 

ai 

o 

19 
I 

I 

40 

6 



(( 



( I 



(( 



to Patrol No. 6 

*• A. D. T. Telephone 

'* Miscellaneous 

Fires attended by Special Call 

" '* in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread . . . 
Chemicals used . 
Covering roofs, 33 hour, 30 minutes, 33 men. 
Duration* of Service, 64 hours. 

INSURANCE. 

Total Insurance Involved $ 50,700 00 

Total I^oss to Insurance 4.530.32 



18 hrs. 15 min. 
169 

8 



Insurance over Loss $ 46, 169.68 



it 



(f 

<< 



If 



SimCABY FOB MONTH ENDING JUNE 80, 1006. 

Number of Alarms in District 

Second Alarms in District 

Third 

Fourth 

Still 

to Patrol No. 6 

** A. D. T. Telephone 

** Miscellaneous 

Fires attended by Special Call 

** ** in other Companies District .... 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours *♦ '* *• •* 

Covers spread 

Chemicals used 

Covering roofs, 11 hours, 13 men. 
Duration of Service, 44 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved $ 

Total Loss to Insurance 



23 

o 

o 
I 

23 

o 

o 

23 

o 
o 

46 

I 



I hr. 



299 

20 



234,688.00 
46,770.72 



Insurance over Loss $ 177,917.38 
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3U1CBCABT FOB MONTH ENDIMTG JITLT 81, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



i ( 



( t 



Fourth 
Still 



(< 



K 



i( 



(I 



it 



ii 



t( 



( ( 



( < 



to Patrol No. 6 , 

'• A. D. T. Telephone 

' ' Miscellaneous 

Fires attended by Special Call 

*' *' in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours " *' ** 

Covers spread 

Chemicals used 

Covering roofs, ii hours, 30 minutes, 14 men. 
Duration of Service, 42 hours. 

INSURANCE. 

Total Insurance Involved J 

Total Loss to Insurance 



20 

o 

o 

o 
21 

I 

I 

o 

4 

45 

4 
7 hrs. 45 min. 

81 

II 



59.950.00 
3.630.57 



Insurance over Loss J 56,319.43 



SUMMABY FOB KONTH ENDING AUGUST 31, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



<( 



<i 



Fourth 
Still 



( I 



I • 



Ii 



If 



(( 



< t 



(C 



( I 



( ( 



ll 



(t 



to Patrol No. 6 

*• A. D. T. Telephone.... 

" Miscellaneous 

Fires attended by Special Call 

*' ** in other Companies District.... 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread , 

Chemicals used 

Covering roofs, 7 hours, 30 minutes. 12 men. 
Duration of Service, 41 hours. 

INSURANCE. 

Total Insurance Involved $ 510,124.60 

Total Loss to Insurance 90i557.55 

Insurance over Loss $ 419,567.05 
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9 hrs. 30 min. 
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ST7KUABT FOB KONTH ENDING SBPTEMBEB 80, 1906. 

Number Alarms in District 20 

* ' Second Alarms in District o 

Third *• '* o 

Fourth •* •* o 

Still *• *• 15 

•* ** to Patrol No. 6 o 

** A. D.T. Telephone.... o 

** •* *' ** Miscellaneous 15 

Fires attended by Special Call i 

in other Companies District i 

** Alarms and Stills attended 37 

" Times special duty in other Companies Quarters o 

Hours ** *• *' •* o 

'* Covers spread 30 

* ' Chemicals used 12 

Covering roofs, none. 

Duration of Service, 19 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved { 24,000.00 

Total Loss to Insurance 1*274.65 

Insurance over Loss | 22,725.35 



SUMMABY FOB KONTH ENDING OOTOBBB 81, 1906. 

Number of Alarms in District 22 

" Second Alarms in District o 

Third *' " o 

Fourth ** *• I 

Still •• *' ?3 

" »* *• to Patrol No. 6 i 

•* A. D. T. Telephone... o 

** '* " ** Miscellaneous 22 

" Fires attended by Special Call o 

'* " '• in other Companies District o 

Alarms and Stills attended 45 

Times special duty in other Companies Quarteis i 
Hours *• ** " " 3hrs. 15 min 

Covers spread 53 

•* Chemicals used la 

Covering roofs, 2 hours, 30 minutes, a men. 
Duration of Service, 29 hours. 

INSURANCE. 



1 1 



Total Insurance Involved | 137,845.00 

Total Loss to Insurance 15,628.69 

Insnrance over Loss $ I2a,ai6.3i 
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SITUBCABY FOB MONTH ENDING NOVEUBEB 80, 1906. 



Number of Alarms in District 

Second Alarms in District 



Third 




Fourth 




Still 




( t 




f ( 





• ( 



(I 



i ( 



1 1 



<i 



( I 



(( 



il 



to Patrol No. 6 

•• A. D. T. Telephone 

*' Miscellaneous 

Fires attended by Special Call 

" " in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread . . . 
Chemicals used . 
Covering roofs, 6 hours, 8 men. 
Duration of Service, 65 hours, 15 minutes. 

INSURANCE. 

Total Insurance Involved $ 137,075.00 

Total Loss to Insurance 32,839.04 

Insurance over Loss $ 104,235 96 



16 
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o 
I 

25 

o 
I 

24 

o 

1 

43 

4 
14 hrs. 45 min. 

150 
II 



SUMQIABY FOB MONTH ENDING DEOEMBEB 81, 1008. 

Number of Alarms in District • 

'* Second Alarms' in District 



n 
It 



Third 

Fourth 

Still 



t < 
(I 

1 1 






(( 



( < 



% t 



< t 



(( 



t ( 



(( 






it 



«( 



to Patrol No. 6 

** A. D. T. Telephone 

'* Miscellaneous 

P'^ires attended by Special Call , 

" " in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 
Hours 

Covers spread. . . 
Chemicals used . 
Covering roofs, none. 
Duration of Servi'^e, 56 hours, 30 minutes. 

INSURANCE. 

Total Insurance Involved f 116,594.92 

Total Loss to Insurance 9.3^1 44 
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4 

47 

5 
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Insurance over Loss j; 107,263.48 
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FIRE INSURANCE PATROL COMPANY NO. 7 



222 W. DIVISION STBEBT. 



PERMANENT FORCE 



POSITION 



NAMB. 



Captain . . . 
Lieutenant 
Patrolman. 
Patrolman. 
Pataolman. 
Patrolman. 
Driver 



Wm. E. Carney.. 
Thos. Gallagher.. 

Charles Datz 

Ernest Simonson. 
Henry Whitsell.. 
George Stanton. . . 
George .Mcerly. 



RBSIDBNCB. 



928 N. Clark Street. . . 
886 N. Troy Street... 
449 N. Paulina Street. 
1 143 W. North Avenue 
452 N. Paulina Street. 
665 Irving Avenue. . . . 
380 N. Paulina Street 



BiOGB. 



C 
L 

57 
58 

59 

60 

61 



AUXILIARY FORCE. 



POSITION. 



Patrolman. 



Patrolman. 



NAMB. 



John Marshall . . . 
John Miller 



RBSIDBNCB 



531 W. Van Buren Street. 
63 N. Paulina Street 



BiDGB. 



62 



63 
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Summarif by the Month for the Year Ending December 31, 1906, 

FIBB INSXTBANCE PATROL COMPANY NO. 7. 



SXTMNABY FOR NOMTH ENDING JANUABY 81, 1906. 

Number of Alarms in District . X2 

** Second Alarms in District o 

Third 



•• Fourth 

Still 

M (< 

(( C( 

It l( 

iC 

(( (( ii 

l< 

it 

<i 



l< 
If 
(t 



o 

O 

13 

lo Patrol No. 7 o 

•* A. D T o 

** Miscellaneous 12 

Fires attended by Special Call i 

in other Companies District. ... 1 

Alarms and Stills attended 34 

Times special duty in other Companies Quarters i 
Hours •* *• •* ** shrs. 3omio. 

* Covers spread 23 

" Chemicals used 8 

Covering roofs, 5 hour, 5 men. 

Duration of Service, 19 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved $ 36,300 00 

Total Loss to Insurance 5,718.49 



Insurance over Loss { 30,581.51 



SUKICABY FOB MONTH ENDING FEBRUABY 28, 1906. 

Number of Alarms in District 16 

** Second Alarms in District i 

Third 
" Fourth 



Still 
<( (< 

t 4 t ( 

it 



o 



o 

..: 14 



to Patrol No. 7 2 

" A D T c\ 

** Miscellaneous la 

Fires attended by Special Call o 

•• ** '* in other Companies District.... o 

Alarms and Stills attended 30 

Times special duty in other Companies Quarters 2 
Hours " •* *• *» ihr. somin. 

Covers spread 55 

Chemicals used 9 

Covering roofs, 8 hours, 30 minutes, 7 men. 
Duration of Service, 24 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved $ 1 18,400.00 

Total Loss to Insurance 13,021.89 

Insurance over Loss $ 105,374. x i 



(I 

ii 

« i 
ii 
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SITMMABT FOB MONTH BNDINQ MABOH 81. 1906. 

Number of Alarms in District lo 

Second Alarms in District o 

Third ** *' o 

Fourth •* *• o 

Siill " *• lo 

to Patrol No. 7 o 

(( II t< ** A n T o 

* • " ** Miscellaneous 10 

Fires attended by Special Call o 

in other Companies District .... x 



li 



' ' Alarms and Stills attended 20 

*' Times special duty in other Companies Quarters 4 



i( 



Hours ** *' ** ** iihrs. 5omin^ 

Covers spread 8 

'* Chemicals used : 7 

Covering roofs, 3 hours, 3 men. 
Duration of Service, 18 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved $ 20.400.00 

Total Loss to Insurance 3t872*o5 

Insurance over Loss $ 16,527.95 



it 

(( 

If 

(( It «« 

«( 

(( 

if 

it f< (( 



STTMMABY FOB MONTH ENDING APBIL 80. 190a 

Number of Alarms in District 15 

*' Second Alarms in District o 

Third " " o 

Fourth *' ** o 

Still »* " 6 

to Patrol No. 7 o 

«i •« «t *< A "n T ft 

** " ** Micellaneous 6 

Fires attended by Special Call x 

in other Companies District .... o 

*' Alarms and Stills attended 21 

*' Times special duty in other Companies Quarters i 

Hours *« " ** ** 55min. 

*• Covers spread 134 

** Chemicals used 9 

Covering roofs, 9 hours, 15 men. 
Duration of Service, 29 hours, 10 minutes. 

INSURANCE. 

Total Insurance Involved $ 137,300.00 

Total Loss to Insurance 37»ifi5«77 

Insurance over Loss $ 100,134.13 . 
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SUICBCABY FOB MONTH ENDING MAT 81, 1006. 

Number of Alarms in District 

Second Alarms in District 

Third " *' 

Fourth •» " 

Still *• •» 

to Patrol No. 7 

A n T 



(I 






ft 



10 

O 

O 

8 
o 
o 



({ 



It 



iC 



Miscellaneous 8 

Fires attended by Special Call o 

** '* in other Companies District. .,. i 

Alarms and Stills attended 18 

Times special duty in other Companies Quarters 4 
Hours " ** *• ''4 hrs. 25 min. 

Covers spread 79 

Chemicals used •. 4 

Covering roofs, 18 hours, 12 men. 

Duration of Service, 10 hours, 40 minutes. 

INSURANCE. 



Total Insurance Involved | 

Total Loss to Insurance 



52,300 00 
5,318.34 



Insurance over Loss $ 46,981.66 



SUMMABT FOB MONTH ENDING JUNE 80, 1006. 

Number of Alarms in District 

Second Alarms in District 

Third 






(< 



K 



(f 






Fourth 
Still 

<c 



< ( 



It 



{< 



< < 



(( 
(( 
( t 

14 
i( 

i( 
(f 
(t 



(I 



it 






(f 



< i 



to Patrol No. 7 

** A n T 

" Miscellaneous 

Fires attended by Special Call 

** ** in other Companies District 

Alarms and Stills attended 

Times special duty in other Companies Quarters 

Hours " 

Covers spread 

Chemicals used 

Covering roofs, 3 hours, 2 men. 

Duration of Service, 19 hours, so minutes. 

INSURANCE. 

Total Insurance Involved 

Total Loss to Insurance 



16 

I 
o 
o 
12 
o 
o 

12 

I 
I 

28 

2 

8 hrs. 45 min. 
51 
5 



39. 150.00 
7,788.41 



Inmimiice over Loss % 31,361.59 
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dUMBiABY FOB MONTH ENDING JULY 81, 1906. 

Number of Alarms in District i6 

'* Second Alarms in District o 

Third " " o 

'» Fourth *' " o 

Still *' " 17 

" to Patrol No. 7 I 

(( (( «( ♦* A n T n 

"■ '* *• ** Miscellaneous 16 

Fires attended by Special Call o 

in other Companies District o 

Alarms and Stills attended 33 

Times special duty in other Companies Quarters 2 
Hours " *' *' '* 2 hrs. 55 min. 

Covers spread ', 19 

' • Chemicals used 6 

Covering roofs, i hour, 30 minutes, 2 men. 

Duration of Service, ix hours, 55 minutes. 

INSURANCE. 

Total Insurance Involved $ 30,250.00 

Total Loss to Insurance 2,491.60 

Insurance over Loss { 27,758.40 



SUMMABY FOB MONTH ENDING AUGUST 31, 1906. 

Number of Alarms in District 18 

' * Second Alarms in District o 



It it (( 

It 

n 



Third *' o 



** Fourth •• •* o 

Still *• '♦ 12 

•* to Patrol No. 7 2 

• ( it (I *» A T) T n 

*' " ** " Miscellaneous 10 

Fires attended by Special Call 2 

•• •' ** in other Companies District.... o 

' ' Alarms and Stills attended 30 



It 



Times special duty in other Companies Quarters 2 
Hours *' " •* *• 7lirs. 4omin. 

Covers spread 23 

•' Chemicals used 6 

Covering roofs, 2 hours, 30 minutes, 3 men. 

Duration of Service, 14 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved $ 60,550.00 

Total Loss to Insurance 10,785.83 

Insurance over Loss $ 491764.17 



i( 

(( tl <t 



if < I l( 

(i 

t( 

( • 

(t 
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8T7KICABT FOR MONTH ElTSINa 8BPTBMBEB 30, 1006. 

Number Alarms in District ' 21 

* • Second Alarms in District o 

Third " " o 

•* Fourth " •• o 

Still •• *' 17 

to Patrol No. 7 3 . 

*' 4. «« *' A n T r» 

** " " " Miscellaneous.. 14 

Fires attended by Special Call o 

in other Companies District .... o 

'' Alarms and Stills attended 38 

Times special duty in other Companies Quarters i 

Hours ** *• *• " 5 hrs. 

Covers spread 45 

* * Chemicals used 7 

Covering roofs, i hour, 2 men. 

Duration of Service, 25 hours, 35 minutes. 

INSURANCE. 

Total Insurance Involved | 51,300.00 

Total Loss to Insurance 7, 160.87 

Insurance over Loss | 44,139. 13 



SUMMABY FOR MONTH ENDING OOTOBEB 31, 1906. 

Number of Alarms in District 8 

•* Second Alarms in District o 

Third *' '* o 

Fourth ** " o 

Still ♦• •' II 

** ** *• to Patrol No. 7 2 

t . it <« •* A D T r» 



•• ** " ** Miscellaneous 9 

" Fires attended by Special Call o 

•• " " in other Companies District o 

*• Alarms and Stills attended 19 

♦* Times special duty in other Companies Quarteis o 

*« Hours ** '• •• •• o 

* • Covers spread 3 

'* Chemicals used a 

Covering roofs, none. 

Duration of Service, 6 hours, 45 minutes. 

INSURANCE. 

Total Insurance Involved | 24,550.00 

Total Loss to Insurance 7i»37. 25 

Insurance oyer Loss $ 17,312.75 
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t 

SITMBCABT FOB MONTH ENDING NOTEKBEB 80, 1906. 

Number of Alarms in District 12 

' ' Second Alarms in District o 

Third '* " o 

Fourth " *• o 

" Still " " 15 

*• to Patrol No. 7 3 

(( i< (( ** A "n T rt 

*' •' *■* " Miscellaneous X2 

* * Fires attended by Special Call o 

*' " ** in other Companies District i 

' ' Alarms and Stills attended 27 

'• Times special duty in other Companies Quarters 3 

Hours " " " *• 10 hrs. 20 min. 

*' Covers spread 24 

• ' Chemicals used 6 

Covering roofs, 2 hours, 2 men. 

Duration of Service, 16 hours. 

INSURANCE. 

Total Insurance Involved % 81,750.00 

Total Loss to Insurance 10,801.42 

Insurance over Loss $ 70,948 58 

SUMQIABT FOB MONTH ENDING DBCEMBEB 31, 1008. 

Number of Alarms in District 22 

' ' Second Alarms in District ! o 

Third " *' .0 

Fourth " " I 

" Still ♦' ** 20 

*' '• to Patrol No. 7 2 

(( <t <i *• A n T n 

" " ** * Miscellaneous 18 

' ' Fires attended by Special Call o 

" " " in other Companies District i 

** Alarms and Stills attended 42 

" Times special duty in other Companies Quarters 3 

Hours " '• " " 5 hrs. 40 min. 

' * Covers spread 28 

' • Chemicals used 18 

Covering roofs, 2 hours, 40 minutes, 2 men. 

Duration of Service, ?2 hours, 50 minutes. 

INSURANCE. 

Total Insurance Involved | 146,610.00 

Total Loss to Insurance 64,414 80 

Insurance over Loss { 82, 195.20 
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FIRE INSURANCE PATROL COMPANY NO. 8 



25 MICHIGAN AVSNX7E. 



PERMANENT FORCE. 



POSITION 


NAME. 

Fred'r'k Kasbohm 


RESIDENCE. 


BiDGI. 


Captain 


154 S. Irving Avenue 


c 


Lieutenant 


Edward Reilly... 
Waller Stedman.. 


650 Sedgwick Street 


h 


Patrolman 


140 S. Morgan Street 


64 


Patrolman 


Aug. Van Bogget. 


2906 Wentworth Avenue 


65 


Patrolman 


John Brin 


651 W. Twelfth Place 


66 


Patrolman 


Chas. Courtney . . 


362 W. Fifteenth Street 


67 


Patrolman 


Edward Green, . . 
Richard Dallugc. 


526 W. Erie Street 


68 


Patrolman 


78 Racine Avenue 


69 


Patrolman 


August Spera 


2 15 E. Division Street 


70 


Patrolman 

1 


Willam Byrnes. . . 


457 W. Van Buren Street 


71 


Patrolman 


Joseph Payette . . . 


880 W. Thirteenth Street 


72 


Driver 


William Redick.. 


321 Sedgwick Street 


73 





AUXILIARY FORCE. 



POSITION 


NAME. 


RESIDENCE. 


B4DGE 


Patrolman 

Patrolman. . . . 


John Dvorack 

Frank Cafiferata . . 

A. Morrison 

Fred'r'k Johnson . 
Laurence Burns . . 


285 N. Center Avenue 

65 E. Illinois Street 


74 
75 

76 

77 
78 


Patrolman 

Patrolman 

Patrolman ... 


^384 W. North Avenue 

• 

376 W. Van Buren Street 

26 1 2 Lowe Avenue 
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Summary by the Month for the Year Ending December 31, 1906. 

FIBE INSXTBANCE PATBOL C0MPAN7 NO. 8. 



SUMICABY FOR MONTH ENDING JANUABY 81, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 



Fourth 
Still 



(( 



<( 



«( 



i( 



if 



i< 



C( 



to Patrol No. 8 .... : 

** A n T 

" Miscellaneous •. 

" Consolidated Automatic 

Fires attended by Special Call 

" '* in other Companies District 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 3 hour, 2 men. 

Duration of Service, 16 hours, 20 minutes. 



18 

I 
I 
o 
10 
10 
2 

4 

4 
o 

I 

29 

74 

5 

o 

I 



3XXKMAB7 FOR MONTH ENDINO FEBRUARY 28, 1906. 



Number of Alarms in District 

Second Alarms in District 
Third 



Fourth 
Still 



(( 



t( 



(I 



<« 



(I 



i( 



<( 



(i 



( ( 



to Patrol No. 8 

An T 

Miscellaneous 

Consolidated Automatic 
Fires attended by Special Call 

** ** in other Companies District. . . . 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags of Sawdust used 

Sprinkler heads used 

Covering roofs, 4 hour:j, 3 men. 
Duration of Service, 21 hours, 30 minutes. 



15 

I 

o 

o 

16 

16 

5 

6 

5 

o 

a 

33 

197 

4 

o 

I 
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SXJMMABY FOB MONTH ENDINQ MABOH 81, 1006. 

Number of Alarms in District ; . . . 23 

•• Second Alarms in District 3 

Third •* " 1 

Fourth *• *• I 

'• Siill •* •* 7 

•• to Patrol No. 8 7 

li i« «« *« A n T ■» 

** " Miscellaneous a 

*• Consolidated Automatic 3 

• * Fires attended by Special Call o 

** ** ** in other Companies District a 

Alarms and Stills attended 32 

Covers spread 286 

Chemicals used 5 

Bags of Sawdust used o 

Sprinkler heads used i 

Covering roofs, 6 hours, 7 men. 
Duration of Service, 32 hours, 10 minutes. 



(< 



t( 



(( 



(I 



1 1 



SXJMMABY FOB MONTH BNDINa APBIL 80, 190a 

Number of Alarms in District 16 

<* Second Alarms in District 2 

Third ** '* x 

• ** Fourth ** *• o 

Still •• *• 8 

;• to Patrol No. 8 8 

«» • '* ** ** A "n T o 

" ** * ' ** Miscellaneous 4 

" '* '* '* Consolidated Automatic a 

'* Fires attended by Special Call i 

'• ** ** in other Companies District i 

*' Alarms and Stills attended 26 

•* Covers spread 214 

** Chemicals used 6 

" Bags Sawdust used o 

'* Sprinkler heads used o 

Covering roofs, 9 hours, 6 men. 

Duration of Service, 18 hours, ao minutes. 
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SUMBCA.RT FOB MONTH ENDINa MAT 81, 1906. 

Number of Alarms in District 

'' Second Alarms in District 

Third " " 

Fourth •* '* 

Still •' •* 

" to Patrol No. 8 

i< ii a '^ A n ^ 

** * • " " Miscellaneous 

** Consolidated Automatic 

" Fires attended by Special Call 

*' ** '* in other Companies District 

" Alarms and Stills attended 

* ' Covers spread 

* * Chemicals used 

** Baji^s Sawdust used 

*' Sprinkler heads used ! . . 

Covering roofs, 5 hours, 50 minutes, 4 men. 
Duration of Service, 15 hours, 20 minutes. 



15 
I 

o 

o 

9 

9 

2 

3 
4 
o 

4 

28 

70 

o 

o 

o 



8UMMABT FOB MONTH ENDING JXJNB 80, 1006. 

Number of Alarms in District 

'* Second Alarms in District 

Third '* ** 

Fourth " " 

Still " " 

" " "to Patrol No. 8 

ci i( < i *' A T^ T 

** ** ** •' Miscellaneous 

* ** •• Consolidated Automatic 

" Fires attended by Special Call 

" •* ** in other Companies District .... 

'* Alarms and Stills attended 

** Covers spread. 

*' Chemicals used 

" Bags Sawdust used 

' • Sprinkler heads used 

Covering roofs, i hour, 30 minutes, 2 men. 
Duration of Service, 11 hours. 



10 
o 
o 
o 

18 

18 

6 

7 

5 
o 

3 

31 
103 

4 

o 

o 
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SUMMARY FOB MONTH BNDING JULY 81, 1806. 

Number of Alarms in District 22 

** Second Alarms in District o 

Third /* *• o 

•* Fourth *' ** o 

Stm *' *• 17 

** *\ " to Patrol No. 8 17 

(( «i «< ** A n T o 

'* *' " ** Miscellaneous 11 

•* *' " *• Consolidated Automatic 4 

' ' Fires attended by Special Call o 

•* '* ** in other Companies District 3 

' ' Alarms and Stills attended 42 

* ' Covers spread 88 

* * Chemicals used 8 

*' Bags Sawdust used o 

** Sprinkler heads used o 

Covering roofs, i hour, 50 minutes, a men. 

Duration of Service, 19 hours, 25 minutes. 



SUMMARY FOB MONTH ENDING AUGUST dl, 1906. 

Number of Alarms in District 

Second Alarms in District 

Third 






t i 



1 1 



ti 



( I 



(( 



C f 



Fourth 
Still 



(t 



(( 



( ( 



ti 



II 



( I 



to Patrol No. 8 

«« A D T 

" Miscellaneous 

'* Consolidat'd Automatic 

Fires attended by Special Call 

•' ** in other Companies District ... . 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, none. 

Duration of Service, 17 hours, 45 minutes. 



10 

o 

o 

o 

II 

II 

3 
6 

a 

o 

4 
25 

2 
o 
o 



t ( 



1 1 



8: 

8XJMMABY FOR MONTH ENDING SEPTEMBER 80, 1906. 

Number Alarms in District 17 

*• Second Alarms in District o 

Third •* " , o 

Fourth " " I 

Still " *' 8 

*' to Patrol No. 8 8 

ii < I t( ** A D T 

** Miscellaneous 

" •* '* '* Consolidat'd Automatic 2 

* * Fires attended by Special Call o 

*' ** " in other Companies District o 

*' Alarms and Stills attended 25 

'* Covers spread 35 

* * Chemicals used 2 

*' Bags Sawdust used o 

* ' Sprinkler heads used o 

Covering roofs, i hour, 45 minutes, i man. 
Duration of Service, 13 hours, 35 minutes. 



SUMMARY FOR MONTH ENDING OCTOBER 31, 1906. 

Number of Alarms in District 12 

'* Second Alarms in District o 

Third *' '* o 

Fourth •* *♦ o 

Still *' " 12 

** " to Patrol No. 8 12 

< I i< «' •* A D T *» 

•♦ '* " *' Miscellaneous 8 

•' 44 «. Consolidated Automatic a 

•• Fires attended by Special Call o 

*• *' *' in other Companies District o 

Alarms and Stills attended 24 

Covers spread 37 

•* Chemicals used 3 

*' Bags Sawdust used o 

*' Sprinkler heads used i 

Covering roofs, i hour, 2 men. 
Dtiration of Service, 11 hours. 
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SXJMMABT FOB MONTH BNDINa NOVEMBEB 30, 1906. 



Number of Alarms in District 

Second Alarms in District 



Third 

Fourth 

Still 



1 1 



(I 



11 



(< 



(t 



It 



(i 



<t 



(( 



( I 



(i 



«i 



n 



(C 



<« 



It 



(< 



to Patrol No. 8 

A D T 

Miscellaneous 

Consolidated Automatic 

Fires attended by Special Call 

** ** in other Companies District 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 6 hours, 40 minutes. 1 1 men. 
Duration of Service, 24 hours, 25 minutes. 



17 
o 

o 

4 
II 

II 

4 

5 

2 
2 

30 
288 

8 

o 

o 



SUMBIABT FOB MONTH ENDING DECEMBER 31, 1903. 

Number of Alarms in District 

Second Alarms in District 

Third ♦* " 

Fourth *• *• 

Still *' »• 

*• '* to Patrol No. 8 

(( *( ** A n T 



i c 



t( 



• i 



tv 



i( 



Miscellaneous 

Consolidated Automatic 

Fires attended by Special Call 

" ' " in other Companies District 

Alarms and Stills attended 

Covers spread 

Chemicals used 

Bags Sawdust used 

Sprinkler heads used 

Covering roofs, 36 hours, 10 men. 
Duration of Service, 27 hours, 55 minutes. 
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20 

20 
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10 

4 
o 
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33 
291 

3 
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o 
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WORK PERFORMED BY DETAIL NO. 8. 



SUMMABY FOB MONTH ENDING JANUARY 31, 1906. 

Number of Fires attended 8 

** Second Alarms attended 2 

Third *• " 2 

Fourth *' ** o 

11 



Special Calls *' ... o 

Fires attended in other Companies District 3 

Times in other Companies Quarters i 

Hours *• ** " 2 hrs. 15 min. 

Covers spread 11 

Duration of Service, 13 hours, 40 minutes. 



(1 

1 1 
It 
It 



SUMHABY FOB MONTH ENDING FEBRUARY ^8, 1906. 

Number of Fires attended 11 

** Second Alarms attended i 

Third " ** o 

Fourth •♦ " o 

Special Calls '* 2 

'• Fires attended in other Companies District 3 

** Times in other Companies Quarters o 

Hours *♦ »* *• o 

* ' Covers spread 54 

Duration of Service, 22 hours, 50 minutes. 



SUMMARY FOR MONTH ENDING MARCH 31, 1906. 

Number of Fires attended 15 

Second Alarms attended 3 

Third '* '* 2 

Fourth " " I 

Special Calls ** o 

Fires attended in other Companies District i 

Times in other Companies Quarters o 



1 1 

11 
« I 
1 1 
• 1 
1 1 

" Hours " •' •* o 

'* Covers spread 49 



Duration of Service, 40 hours, 20 minutes. 



SUMMARY FOB MONTH ENDING APRIL 30, 1906. 

Number of Fires attended 6 

* ' Second Alarms attended i 

Third *' " i 

'* Fourth •• ♦* o 

Special Calls •» o 

' ' Fires attended in other Companies District o 

*• Times in other Companies Quarters o 

Hours *' •* *♦ a 

** Covers spread 23 

Duration of Service, 11 hours, 45 minutes. 
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8T7MMABY FOB MONTH BNDIVa MAY 31, 1906. 



Number of Fires attended 9 

** Second Alarms attended 2 

Third " " o 

Fourth *' " o 

Special Calls *' o 

Fires attended in other Companies District i 

Times in other Companies Quarters o 



{< 
t ( 

4i 

Hours ** •* " o 

* ' ' Covers spread . . 27 

Duration of Service, 10 hours. 45 minutes. 



SITMBf ABY FOB MONTH ENDING JUNE 80, 1906. 

Number of Fires attended 7 

" Second Alarms attended i 

Third *• •* i 

Fourth ** *• o 

Special Calls ♦* .^ i 

Fires attended in other Companies District 2 

Times in other Companies Quarters ". . o 

Hours ** *• ** o 

" Covers spread 43 

Duration of Service, 17 hours, 55 minutes. 



<< 



SXJMMABY FOB MONTH ENDING JULY 31, 1006. 

Number of Fires attended 14 

•* Second Alarms attended 2 

Third " »' o 

** Fourth •• •* o 

Special Calls " o 

*' Fires attended in other Companies District 2 

'* Times in other Companies Quarters o 

Hours *' ** ** o 

** Covers spread 27 

Duration of Service, 21 hours, 10 minutes. 



SUMMABY FOB MONTH ENDING AUGUST 81, 1006. 

Number of Fires attended 6 

•* Second Alarms attended 3 

" Third ** •* 1 

•* Fourth " •* o 

** Special Calls " o 

** Fires attended in other Companies District 3 

'* Times in other Companies Quarters o 

* Hours *• " •• o 

** Covers spread 47 

Duration of Service, 20 hours. 
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SXJMMABY FOB MONTH ENDING 8BPTBMBBB 80, 1800. 

Number of Fires attended 8 

' * Second Alarms attended o 

Third ** ** o 

Fourth *• •* I 

Special Calls ** o 

Fires attended in other Companies District o 

Times in other Companies Quarters o 

Hours •* ** ** o 

'* Covers spread 5 

Duration of Service, 10 hours, 40 minutes. 



(I 



ST7MMABT FOB MONTH BNDINQ OOTOBEB 81 , 1806. 

Number of Fires attended 7 

'* Second Alarms attended o 

Third " ** o 

Fourth •* " o 

SpecialCalls '* i 

* ' Fires attended in other Companies District i 

'* Times in other Companies Quarters , i 

Hours ♦* ** ** 5 

'* Covers spread 7 

Duration of Service, 8 hours, 10 minutes. 



SUMMABT FOB MONTH ENDING NOVBMBBB, 80, 1806. 

Number of Fires attended 

'* Second Alarms attended 

Third *• " 

Fourth *• *• 

SpecialCalls " 

' • Fire attended in other Companies District 3 

' ' Times in other Companies Quarters o 

Hours *• *' ** o 

' * Covers spread 42 

Duration of Service, 3c hours, 10 minutes. 



SUMMABY FOB MONTH ENDING DEOEMBBB 81, 1806. 

Number of Fires attended 8 

" Second Alarms attended 3 

Third ** ** t 

•* Fourth *• *• I 

SpecialCalls ** 2 

' ' Fires attended in other Companies District 3 

" Times in other Companies Quarters o 

Hours •* *• ** o 

•* Covers spread 69 

Duration of Service, 43 hours, 15 minutes. 



SUMMARY OF WORK 

FBRFOItHBD BV "DHTAIL" NO. 8, SHOWING FiRKS ATTENDED AND 

Pmss ATTENDED IK Other Coufanies District, Times aiIo 

Hours in Other Companies Qdarters, Covers Spread, 

Duration of Service. 
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SUMMARY 

ShowinE Causes, Classilicatlon of Buildings and Contents, 
Insurance and Loss In the City. 



Summary for January, 1906. 



Total number of alarms.. 



Unknown ifi? 

False "■> 

Careless use matches 54 

Thawing water pipes SO 

Chimney fire 35 

Defective flue 33 

Ignition of rubbish 22 

Overheated stove 2i 

Sparks on roof iQ 

Lamp explosion 14 

Defective fire grate II 

Overheated furnace lo 

Electric light wires 8 

Suspicious 8 

Overheated steam pipes 8 

Smoky stove 8 

Ignition of oil 8 

Overheated stove pipe ? 

Leaky gas pipe 6 

Hot ashes 6 

Electric wires 6 

Defective gas mantel 5 

Ignition of gasoline S 

Spontaneous combustion s 

Overheated boiler S 

■ Explosion of gas 4 

Gasoline stove 4 

Ignition of gas 4 

Broken steam pipe 4 

Children with matches 3 

Ignition of grease 3 

Christmas tree 3 

Hot cinders 3 

Thawing gas meter 3 

Friction 3 

Rekindle 3 

Salamander 3 

Sparks from chimney 3 

Smoky furnace 3 



Defective chimney 

Defective gas jet 

Defective stove pipe 

Defective gasoline stove 

Escaping steam 

Curtain liy gas jet 

Sprinkler head 

Overheated oven 

Overheated gas stove 

Smoky chimney 

Explosion water back 

Careless use candle 

Broken gas jet 

Defective furnace 

Defective oil stove 

Explosion gas stove 

Explosion oil stove 

Electric light pole 

Horse falling in man hole.. 
Ignition of varnish 



Ignition ot waste paper 

Ignition of waste 

Woman's dress by tire grate.. 

Ignition bale excelsior 

Woodwork near boiler 

Ignition of oil 

Gas jet near ceiling 

Ignition tar kettle 

Ignition of charcoal 

Ignition of shavings 

Ignition saw dust 

Outside limits 

Overheated journal 

Overheated forge 

Overheated range 

Overheated oil tank 

Overheated laundry dryer 

Overheated oil stove 



Overheated cupola 

Overheated smoke stack.. 

Plumbers torch 

Riot call 

Supposed incendiary 



Spaiks from dynamo 

Sparks from flue hole 

Smoky flue 

Thawing gas pipe 

Woman stepping on match.. 



Of the buildings 162 were brick, 
brick and frame. They were occupied 

Dwellings 169 

Saloons 22 

Bams 9 

Grocery 9 

Furnished rooms 9 

Tailor 6 

Wood sheds 5 

Restaurant 5 

Cigars 3 

Electric supplies 3 

Freight car 3 

Paint manfg 3 

Paints 3 

Shoes 3 

Schools 3 

Street car 3 

Wagon manfg. 3 

Coal office 2 

Automobile shed 2 

Ash box 2 

Bikeiy * 

Confectionery 2 

Dry goods 2 

Garbage box 2 

Hay and feed 2 

Hotel 2 

Law office 2 

Ladies boarding house 2 

Millinery 



Pile 



aitoad 1 



Photograph gallery.., 

Smoke house 

Shoe shining parlor. , 

Sidewalk 

Apartment building.. 

Bank 

Billiard hall 

Box manfg 

Brass novelties 

Car shop 



137 frame, 12 brick and stone and g 

as follows : 

Car of cinderj 

Candy 

Carpenter 

Candle manfg 

Qoaks 

Clothing 

Clothing manfg 

Coal shed 

Coal office 

Curtain roller manfg 

Drug sundries 

Elevated passenger car 

Electric light plant 

Empty box 

Fertilizer 

Foundry 



! Furniture storage 

j General mdse 

Household furniture 

Hospital 

Ice machine manfg 

I Japanese goods 

Junk 

Laundry 

Lamp post 

Ladies tailor 

Livery barn 

Lodging house 

Ij3ad of hay 

Mail orders 

. Meats 

Manufacturing bldg. (vacant).. 

Manfg tailors 

Notions 

Paint shop 

Paper storage 



97 



Piano tnanf g , 

Picture frames , 

Pickle manf g 

Plumbing 

Police barn 

Printing and lithographing. 

Rdgs 

Rawhides 



Real estate 

Second-hand clothing 

Stationery t 

Table mat manfg 

Theater 

Tool shed 

Typewriters 

Warehouse wringer manfg. 



INSURANCE. 

Total Insurance Involved $1,637,425.00 

Total Loss to Insurance . > 189,492.96 



Insurance Over Loss $1447,932.04 



Summary for February, 1 906. 

Total number of alarms 



724 



The causes for same were as 

Unknown 

False. .* 

Thawing Water pipe 

Careless use matches 

Chimney fire 

Overheated stove 

Defective flue 

Sparks on roof 

Electric light wire 

Overheated furnace 

Leaky gas pipe 

Rubbish 

Suspicious 

Lamp explosion 

Hot ashes 

Overhteated boiler 

Cigar stub 

Overheated steam pipe 

Sprinkler heads 

Ignition oil . stove 

Overheated stove pipe 

Sparks from chimney 

Friction 

Spontaneous combuslon 

Supposed incendiary 

Thawing gas pipe 

Thawing gas meter 

Ignition of gas 

Ignition gasoline stove 



follows : 

175 Curtain by gas jet 3 

128 Ignition can gasoline 3 

97 Defective chimney 3 

44 Defective gas jet 3 

38 Defective fire place 3 

30 Defective gas stove 2 

28 Explosion of gas 2 

23 Explosion gasoline stove 2 

13 Children with matches 2 

12 Electric wires 2 

9 Ignition of grease 2 

9 Overheated oven 2 

8 Rekindle 2 

8 Salamander 2 

7 Smoky chimney 2 

7 Smoky flue 2 

6 Ash box 

6 Bonfire 

5 Building collapsed 

5 Blowing out of ^use 

5 Bursted steam pipe 

5 Broken steam pipe 

4 Careless use candle 

4 Defective gas range 

4 Defective forge 

4 Defective stove pipe 

4 Explosion water pipe 

3 Explosion gas meter 

3 Explosion oil stove 
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Hot coals on floor 

Ignition of rags 

Ignition of oil 

•Ignition of varnish 

Ignition of tar 

Leaky gas stove 

Overheated smoke house. 

Overheated dryer , 

Incendiary 

Ignition of rags 

Ignition of oil 

Ignition of varnish 

Ignition of tar , 

I^aky Gas Stove 

Lighted torch 

Overheated smoke house, 

Overheated dryer 

Overheated journal 



Overheated gas range 

Overheated ]B;as stove 

Overheated lamp 

Plumbers fire pot 

Plumbers torch 

Set afire by insane woman • 

Smoky furnace 

Sparks from stove 

Sparks from buffing machine... 

Sparks from fire 

Sparks from boiler 

Sparks from stove pipe 

Sparks from flue hole 

Supposed incendiary 

Tailors goose 

Thawing out gas 

Thawing water tank 

Thawing gas jet 



Of the buildings, 197 were brick, 149 frame, 12 brick and frame, 7 stone. 
I iron, and i iron-clad. They were occupied as follows: 



Dwellings 191 

Barns 21 

Saloons 19 

Grocery 16 

Restaurant 9 

Freight car 8 

Tailor 8 

Hay and feed 6 

Barber 4 

Church 4 

Confectionery 4 

Hay stack 4 

Bakery 3 

Dry goods 3 

Drugs 3 

Flag shanty 3 

Furnished rooms 3 

Hotel : 3 

Machinery 3 

Passenger depot 3 

Street car 3 

Wall paper 3 

Awning 2 

Ash box 2 

Automobile garage 2 

Clothing 2 

Carriage manrf 2 

Dentist 2 



Express office 

Fertilizer 

Furs 

Foundry 

Furniture 

Glass manf g 

Gent's furnishing 

General mdse 

Hats and caps 

Hardware , 

Laundry 

Meats , 

Real estate office 

School 

Shoes 

Undertaker 

Awning storage 

Automobile repairing , 

Asphalt manf'g 

Automobile manfg , 

Buggy manfg 

Button machines t. 

Baled hay 

Boiler house 

Butter 

Belting 

Boarding house 

Brass bedsteads 



2 

2 
2 

2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
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Coat manf'g 

Qoak manf'g 

Confection machines . . 

Car load furniture 

Car shop 

Cinder car 

Coal office 

Geaning and dyeing. . . 

Cigars 

Chicken shed 

Clocks 

Carriages 

Cooperage 

Cloaks and suits 

Commission 

Corks 

Children's play house 

Corsets 

Dressmaking 

Desks 

Delicatessen 

Electric motors 

Fruits 

Flower pots 

Gas fixtures 

Household furniture 

Jewelry 

Jewelry supplies 

Knitting 

Ladies' hats 

Load of hay 

Millinery 

Machinery hall 

Manf'g extracts 

Metal manf'g 

Moving pictures 

Machine shop 

Manf'g tailors 

Notions 

Newsboys' home .... 



Oil house 

Oriental rugs 

Oil shed 

Office ' 

Plumbers' supplies 

Photogrraphs 

Paper box manf'g 

Patent medicines 

Patterns 

Paint manf'g 

Pile of coal 

Photo engraving 

Plumbing 

Railroad ties 

Ship carpenter 

Switch shanty 

Sugar manf'g 

Storage for putty 

Surgical dressings 

Smoked fish 

Slot machines 

Shoe manf g 

Smoke house 

Stones 

Sash, door and blinds 

Tin can manf'g 

Telegraph pole 

Type foundry 

Valves 

Valentines 

Vest manufacturing 

Wagon (empty) 

Wagons 

Woodshed 

Wagon load hay 

Wood turning 

Wood carpet manufacturing 

Wholesale millinery 

Waterproofing 



INSURANCE. 

Total Insurance Involved $2,976,894.00 

Total Loss to Insurance 220,236.43 



Insurance Over Loss $2,756,657.57 



444728 



100 



Summary for March, 1 906. 

Total nnmber of alanns 730 

The causes for same were as follows: 



False 147 

Unknown 132 

Careless use matches 43 

Chimney fire 43 

Rubbish 25 

Defective flue 22 

Sparks on roof 21 

Overheated stove 18 

Thawing water pipe 11 

Ignition gasoline 8 

Salamander 7 

Rekindle 6 

Lamp explosion 6 

Children with matches 6 

Smoky stove 5 

Igtdiion of oil 5 

Hot ashes S 

Electric wires 4 

Suspicious 4 

Smoky chimney 4 

Curtain by gas jet 4 

Overheated journal 4 

Overheated steam pipe 3 

Overheated boiler 3 

Overheated stove pipe 3 

Defective stove pipe 3 

Defective gas pipe 3 

Ignition gasoline stove 3 

Ignition tar kettle 3 

Ignition of gas 3 

Sprinkler head 3 

Supposed incendiary . . ^ 3 

Escaping steam 3 

Electric light wires 2 

Prairie fire 2 

Mice with matches 2 

Spontaneous combustion coal 2 



Lighted cigar stub 2 

Ignition grease 2 

Ignition of oil 2 

Sparks from chimney 2 

Defective chimney 2 

Overheated gas stove 2 

Building collapsed 

Boys with matches 

Carelessness with gas lighter. . . . 

Defective fireplace 

Defective gas stove 

Explosion hot water pipe 

Explosion locomotive headlight. 

Explosion of oil 

Fumigating 

Friction * 

Hot cinders 

Incendiary 

Ignition meat on stove 

Ignition of varnish 

Ignition of shavings 

Ignition oily rags 

Leaky gas jet 

Overflowing water tank 

Outside city limits 

Overheated grease stack 

Overheated oil stove 

Overheated gas range 

Overheated oven 

Overheated dryer 

Overheated coffee roaster^ 

Ruins > 

Sparks from stove 

Sparks from locomotive 

Spontaneous combustion oily rags 

Smoky flue - 

Woman set fire to herself 



Of the buildings, 198 were brick, 155 frame, 9 brick and stone, 6 brick and 



frame, x stone, i brick and iron, and 
follows : 

Dwellings 204 

Barns 17 

Saloons 10 

Woodshed 9 

Tailor 7 



X iron-dad. Th^ were occupied as 

Furnished rooms 7 

Grocery 6 

Clothing S 

Offices S 

Bakery 4 
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Cigars 

Real Estate 

Paints 

Restaurant 

Cigar manufacturing . . 

Automobiles 

Engine and boiler house 

Drugs 

Furniture 

Meats 

Teas and coffees 

Wholesale liquors 

Bill board 

Awning 

Coffee roasting 

Gub rooms 

Barber 

Commission 

Dry goods 

Frei^^t car 

Fertilizer 

Hotels 

Passenger car 

Spring manufacturing. . 

Warehouse 

Ash box 

Automobile supplies 

Automobile garage 

Billiard hall 

Butchers' supplies 

Boarding house 

Boiler house 

Butter cutter scales 

Candy 

Church 

Chicken shed 

Cloaks and suits 

Gothing manf g 

Cotton goods 

Coal office 

Creamery supplies 

City dump 

Cigar box manf g 

Coal chute 

Car manf g 

Dry kiln 

Drawing materials 

Depot 

Electric supplies 

Plag shanty 



4 
4 
4 
4 
3 
3 
3 
3 
3 
3 
3 
3 

2 

2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 



Foundry 

Fish nets and twine 

Fire engine house 

Fruits ,', 

Furniture manf g. 

Fire door manf g 

Gasoline ' engines 

Gents' furnishings 

Grand stand 

Glass storage 

Glass manf g 

Grips and fringes 

Hay and feed 

Home for boys 

Household furniture 

Hardware specialties . . . 

Hat and cap manf g 

Importers 

Jackets and aprons 

Ladies' hat manf g 

Laundry 

Ladder manf g 

Load of coke 

Machinery 

Millinery 

Metal manfg 

Machine shop 

Notions 

Parlor car 

Paper warehouse 

Pants and vest manfg. , 

Publishing 

Pickle manfg 

Pile of lumber 

Picture frames 

Packing box manfg 

Printing ink 

Printing 

Plumbing 

Paint storage 

Railroad ties 

Rubber tires 

Sash, doors, and blinds 

Skirts and suits 

Special machinery 

Street car 

Slot machines 

Skirts and wrappers . . 

School supplies 

Skirt manf ^ 
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Soaps 

Signs 

Sporting goods 

Shoes 

Smelting works ... 
Training school — 

Tool house 

Tailors' trimmings, 
Ticket punching.., 

Tank manfg 

Telegraph supplies. 
Tubeing manfg 



Telegraph pole , 

Undertaker 

Wire chair manfg. . 

Wood finishing 

Woolen goods 

White duck clothing. 

Wire 

Water dept. office.., 

Wagon load hay 

Wood turning 

Wagon (empty) 



INSURANCE. 

Total Insurance Involved $5,836,911.16 

Total Loss to Insurance 746,724.71 



Insurance Over Loss $5,090,186.45 



Summary for April, 1906. 



Total number of alarms 

The causes for same were as follows: 



677 



Unknown 135 

False 126 

Rubbish 72 

Careless use matches 36 

Chimney fire 30 

Sparks on roof 21 

Prairie fire 13 

Hot ashes 12 

Lamp explosion 12 

Suspicious 9 

Cigar stub 6 

Defective flue 6 

Ignition of grease 6 

Overheated furnace 5 

Overheated stove 4 

Defective gas jet 4 

Ignition of oil 4 

Ignition gasoline 4 

Electric light wire 3 

Explosion of gas 3 

Tar kettle 3 

Spontaneous combustion coal... 3 

Supposed incendiary 3 

Smoky chimney 3 

Bonfire 2 

Defective fireplace 2 



Children with matches 

Explosion of chemicals 

Explosion gasoline stove 

Ignition of coal 

Ignition of meat on stove 

Ignition gasoline stove 

Overheated stove 

Overheated boiler 

Sparks from forge 

Sparks from locomotive 

Broken oil pipe 

Careless use torch 

Careless use candle 

Defective gas meter 

Defective ga.s stove 

Defective chimney 

Explosion gas stove 

Explosion locomotive boiler. . . , 

Escaping steam 

Electric wires 

Electric light pole 

Friction 

Ignition of gas 

Ignition curtain by gas jet 

Ignition oily waste 

Ignition woodwork by gas jet. 



2 

2 
2 
2 
2 
2 
2 
2 
2 
2 



108 



Salamander 

Sprinkler head 

Supposed electric wires 

Sparks from chimMy 

Smoky stove 

Smoky flue 

Smoky furnace 

Spontaneous combustion of rags 
Tramps 

144 frame, 6 brick and frame, and 5 



Ignition can of benzine 

Ignition of alcohol 

Ignition of paint 

Leaky gas pipe 

Man killed in elevator shaft 

Overheated forge 

Overheated gas range 

Overheated smoke house 

Overheated gas stove 

Of the buildings, 147 were brick, 
stone. They were occupied as follows 

DwellingiB 170 

Barns 19 

Freight car 16 

Automobiles » 12 

Furnished rooms 10 

Grocery 7 

Hotel 6 

Drugs 4 

Bakery..^ 4 

Electrical supplies 4 

Garbage box 4 

Lodge hall 3 

Blacksmith 3 

Railroad ties 3 

Sidewalk 3 

Awning 3 

Ash box 3 

Manure box 3 

Coal shed 2 

Confectionery 2 

Foundry 2 

Telegraph pole 2 

Street car 2 

Automobile garage 

Alt goods 

Barber 

Box manfg 

Boarding school 

Bottling 

Broom manfg 

Bridge shanty 

Business college 

Carpets 

INSURANCE. 

Total Insurance Involved $2,477,425.00 

Total Loss to Insurance 286,906.65 



Carpenter 

Coal chute 

Clothing 

Club house .' 

Creamery supplies 

Dentist 

Drawing materials 

Elevated passenger car.. 
Engine and boiler house 

Fence 

Fire extinguishers 

Furniture storage 

Flag shanty 

Gas stoves 

Gas fixtures , 

Hay barn 

Hospital 

House of correction 

Ice cream manfg 

Junk 

Linoleum manfg 

Ladies' boarding house . . 

Load of hay 

Machinery 

Mail orders 

Out house 

Oil wagon 

Scow 

Stock car 

Viaduct 

Wagon (empty) 

Waste paper box 



Insurance Over Loss $2,190,518.35 
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Summary for May, 1 906. 



Total number of alarms 

The causes for same were as follows : 



791 



Unknown 161 

False 142 

Rubbish 84 

Chimney fire 30 

Sparks on roof 28 

Careless use matches 25 

Ignition of gasoline 15 

Lam|> explosion 14 

Children with matches 11 

Sparks from locomotive 8 

Defective flue 6 

Electric wires 6 

Curtain by gas jet 6 

Ignition of grease 6 

Ignition of gasoline stove 6 

Ignition oil stove 6 

Lightning 5 

Suspicious 5 

Hot ashes 4 

Overheated smoke house 4 

Cigar stub 3 

Defective fire place 3 

Meat on stove 3 

Ignition of oil 3 

Leaky gas pipe 3 

Prairie fire 3 

Explosion gasoline 3 

Smoking in bed 3 

Smoky chimney 3 

Sparks from chimney 3 

Sparks from cupola 3 

Overheated stove 3 

Escaping steam 2 

Ignition of paint 2 

Ignition of coal 2 



Woodwork near gas jet 2 

Ignition of gas 2 

Overheated gas stove 2 

Sparks from stove 2 

Supposed incendiary 2 

Careless use gr^soline 

Defective g^as stove 

Defective gas grate 

Defective chimney 

Defective gasoline engine 

Defective furnace 

Electric light wire 

Electric motor 

Explosion of oil stove l 

Ignition tar kettle i 

Ignition of lamp L 

Ignition of mattress i 

Ignition of stove polish i 

Ignition mill dust r 

Mice with matches r 

Outside of limits i 

Overheated boiler i 

Overheated dryer i 

Overheated gas stove 

Overheated furnace 

Overheated range 

Overheated smoke stack 

Overheated kettle varnish 

Rekindle 

Salamander 

Sprinkler head -. . . 

Smoky furnace 

Smoky stove 

Sparks from holier 

Man overcome in gas tank 



Of the buildings, 203 were frame, 174 brick, 8 brick and frame, and 7 
brick and stone. They were occupied as follows : 



Dwellings 208 

Barns 35 

Wood shed 17 

Grocery 12 

Saloons 9 

Hotel 7 

Freight car 7 

Garbage box 7 



Foundry 6 

Manure box 6 

Furnished rooms 5 

Street car 5 

Awnings 4 

Printing 4 

Restaurant 4 

Smoke house 4 
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Iry 4 

y 4 

nobile garage 4 

•e frame manf'g 4 

r 3 

g^oods 3 

ine shop 3 

Qobiles '. 3 

• house 3 

3 

3 

3 

3 

. 2 

2 



iission 



box 

house 

post 

raph pole 2 

re : 2 

tnanf g 2 

ing and dyeing 2 

2 

ture manfg 2 

ng 2 

5 2 

jarrel 

lit paving manf'g 

nobile repairing 

ncftic air valves 

• and engine room 

p manf'g 



Duilding. 
iCtiionery. 



dump 

nter 

manf'g, 
shed. ... 



1 and feathers 

' manf'g 

it 



ic sign 

ted railroad structure, 



Electric supplies 

Fire proof belting. ..... 

Feed storage 

Gents* furnishing 

Garbage wagon 

Grain elevator 

Golf club house 

Glass mirror manf'g 

Harness manf'g 

Hay shed 

Hardware 

Hay stack 

Ladders 

Laundry machy 

Load of manure 

Metal manfg 

Manure pile 

Millinery 

Mill supplies 

Mirror manf'g 

fDil house 

Office 

Out freight house 

Paint manf'g 

Pile empty boxes. ...... 

Photograph gallery 

Packing 

Pile of coal 

Refrigerator car 

Second hand furniture. . 
Second hand clothing. . 

Stove repairing 

Sidewalk 

Surgical supplies 

Stoves 

Time keeper's office 

Varnish manf'g 

Viaduct 

Wagon (empty) 

Wagon load hay 

Wood flooring manf'g. . 

Wagon manf'g 

Woodenware specialties 



Insurance. 

Total Insurance Involved $2,348,400.00 

Total Loss to Insurance 718,326.47 



Insurance Over Loss $1,630,073.53 
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Summary for June, 1906. 



Total number of alarms 

The causes for same were as follows: 



696 



Unknown 161 

False 135 

Rubbish 100 

Careless use matches 24 

Chimney fire 20 

Sparks on roof 14 

Gasoline stove 11 

l^mp explosion 10 

Ignition of gasoline 10 

Sinoky chimney 10 

Sftioky stove 10 

Sparks from locomotive 10 

Ignition of grease 8 

Curtain by gas jet 7 

Electric light wire 7 

Children with matches 6 

Ct^ar stub 5 

Sprinkler heads 5 

Oil stove. 5 

^vspicious 4 

Explosion gasoline 4 

Overheated gas stove 4 

D-efective flue 4 

Sparks from chimney 3 

Prairie fire 3 

Hot ashes 3 

Smoky furnace 2 

Meat on stove 2 

T^r kettle 2 

Fumigating 2 

EJectric wires 2 



Salamander 

Explosion of gas 

Overheated furnace 

Careless use candle 

Defective thimney 

Defective gas jet 

Defective gas stove 

Ignition mill dust *. 

Ignition of gas 

Ignition of varnish 

Ignition wood work by gas jet. . 

Ignition oil stove 

Lealpr. gas pipe 

Overheated oven 

Overiieated boiler 

Overheated gas range 

Overheated dt'yer 

Out^de of linlits 

Rekindle 

Sparks from f0rge 

Sparks from stbve 

Sparks from cupola 

Sparks from dynamo 

Smoking in shed 

Spontaneous combustion of coal 
Spontaneous combustion of paint 
Spontaneous combustion chemicals 

Smoky flue 

Smc4cy stove 

Wagon (empty) 



2 
2 
2 



Of the buildings, 172 were frame 127 brick, 8 brick and frame, 2 brick 
and stone, 2 iron-clad, and i stone. They were occupied as follows : 



Dwellings 168 

Barns 24 

Qarbage box 16 

Freight car 10 

Wood shed 9 

Saloon 7 

Grocery 6 

Manure box 5 

Telegraph pole 5 

Meats 5 

Confectionery S 

Drugs 5 

Hotel 4 



Viaduct 4 

Sidewalk 3 

Street car 3 

Pile railroad ties 3 

Ash box 3 

Barber 3 

Bakery 3 

Notions 2 

Furniture 2 

Blacksmith 2 

Awning 2 

Elevated railroad structure 2 

Grain elevator 2 



Coal shed a 

Goaka.and suits 2 

Fence 2 

Coal and wood office 3 

Furnished rooms 2 

Brass foundry 2 

(.aundry 3 

Office 2 

Lumber pile 2 

i^fmp post 2 

Slpoke house 2 

Automobile 

B^er house 

Btitter and eggs 

BilJ boards 

Batfery zincs 

Baiik 

Bak«ry supplies 

Bottjc storage 

Bur^r alarm supplies 

Car load cinders 

Carboy oi acid 

Chemlpab 

Qothing 

Cigar* 

Carpenter 

Cigar manf g 

Coal office 

Church 

Dyeing and cleaning 

D^ 

Dry goods 

Electric light pole 

Electrical supplies 

Feathfrs 

Foundry 

Gas works specialties 

General mdse 

Gasoline launch 

Gents' furnishings 

Hardware speciahies 

Honey and bee supplies 

Hospital 

Hardware 

Junk 

JewOry 



Ladder manf g 

Machine shop 

Metal spccialiics 

Mat board mfg 

Millinery , 

Maccaroni mfg 

Nickel plating 

Paint and oil storage 

Pop com mfg 

Pile of coal 

Post office 

Patent medicines 

Photo buttons 

Pile of lumber 

Paint manfg 

Plumbing 

Planing mill 

Paste manfg 

Paints and oils 

Paint and wall paper 

Round house 

Restaurant 

Rubber horse shoes 

Store (empty) 

Soda and mineral waters — 

School supplies 

Steel furniture 

Switchboard mfg 

Soaps 

Silver plating 

Storage for sulphur.' , 

Soap manfg , 

Snuff manfg 

Storage for paper 

Shoe manfg 

Shaving chute 

Smoke house 

Teas and coffees 

Varnish manfg 

Water tank 

Wire chair manfg 

Wagon , 

Wholesale grocery 

INSURANCE. 

Total Insurance Involved $1411,643.00 

Total Loss to Insurance 244,157.31 



Insurance Over Loss.. 



. .$1,167485.79 



Summary for July, I906. 



Total number of alarms 

The causes for same were as foil 

False i88 

Unknown 184 

Rubbish 87 

Fireworks 48 

Careless use matches 39 

Chimney fire 26 

Ignition gasoline 17 

Prairie fire 13 

Gasoline stove 13 _ 

Lightning 1 1 

Sparks on roof n 

Children with matches 10 

Lamp explosion 8 

Smoky chimney 7 

Sparks from locomotive 7 

Defective flue 4 

Overheated stove 4 

Overheated gas stove 4 

Electric light wire 4 

Suspicious 4 

Ignition of grease 3 

Fumigating 3 

Electric wires 3 

Leaky gas pipe 3 

Smoky stove 3 

Smoky furnace 3 

Defective gas pipe 2 

Cigar stub 2 

Careless use matches 2 

Ignition of gas 2 

Tar kettle 2 

Curtain by gas jet 2 

Of the buildings, 241 were frame, 
and I iron-clad. They were occupied 

Dwellings 214 

Barns 58 

Wood shed 24 

Grocery 18 

Freight car II 

Awning 9 

Tailor 8 

Saloon 7 

Coal shed 5 



Meat on stove 2 

Hot ashes 2 

Overheated dryer 2 

Smoking in beil a 

Supposed incendiary 2 

Boys with matches 

Broken gas pipe 

Careless use candle 

Defective furnace.' 

Defective stove pipe 

Defective gas jet 

Explosion oil stove 

Explosion man hole 

Explosion of gas 

Electric feed wire 

Hot iron on floor 

Incendiary 

Ignition of acid 

Ignition of film 

Ignition of paint 

Ignition can gasoline 

Ignition oil stove 

Lime slacking 

Outside limits 

Overheated oven 

Overheated range 

Overheated boiler 

Painter's torch 

Rekindle 

Supposed electric wires 

Sprinkler head 

158 brick, 10 brick and frame, 2 stone, 
as follows: 

] Cigars 4 

' Garbage box 4 

Bakery 4 

Automobile garage 4 

Barber 4 

Gents' furnishing 4 

Laundry 3 

Office 3 

.Paints 3 

Street cars 3 

Restaurant 3 



Dry goods 3 

Cleaning and dyeing 3 

Furnished rooms 3 

Macc&roni mfg 2 

Viaduct 2 

Shoes 2 

Ladies' boarding tiouse 2 

Pile of lumber 2 

Wagon (empty) 2 

Car load manure 2 

Drugs z 

Automobile 2 

Foundry 2 

Cabinet making 2 

Carpenter 2 

Automobile storage 

Brewery 

Belting mfg 

Butchers' supplies 

Bowling alley 

Blacksmith 

Confectionery 

Club house 

Car shop 

Coal office , 

City dump 

Car of oil 

City water crib 

Dentist 

Electric light pole 

Hectrical supplies 

Furniture 

Five cent theatre 

General mdse 

Grocers' laundries 

Garbage wagon 

Gasoline storage 

Gas house 

Hides 

Hearses and carriages 

Hotel 



Hats and caps 

Hat cleaning 

Hardware 

Jewelry 

Load of hay 

Lumber shed 

Ladies' cloaks 

Lime box 

Lamp post 

Mattress mfg 

Mantels 

Manure box 

Manure car 

Notions 

Nickel theatre 

Overalls 

Oil shed 

Paint manfg 

Plumbing 

Pile railroad ties. . 

Printing 

Pile barrel staves. 

Paper boxes 

Publishing 

Picture frames 

Pile of rosin 

Reflector 

Rags . 

Sash, doors, and blinds.. 

Sporting goods. 

Soap manfg. . 

Stock food. . 

Tea and coffee, , 
Tree . 

Wall paper 

Wagon shop . . . 
Wagon shed. . . 
Wholesale liqnc 
Warehouse . . . 



INSURANCE. 

Total In.suranee Involved ■. $2,425,455.00 

Total Loss to Insurance 452,072.79 

Insurance Over Loss $1,973,382.21 



no 



Summary for Augrust, 1 906. 

Total number of alarms 

The causes for same were as follows: 



6iS 



Unknown 131 

False 128 

Rubbish 59 

Chimney fire 34 

Careless use matches 34 

Ignition gasoline.... 18 

Ignition gasoline stove 12 

Defective gas jets 10 

Children with matches 8 

Ignition of grease 6 

Lamp explosion 6 

Sparks on roof 6 

Sparks from locomotive 5 

Sprinkler heads 5 

Ignition of rags 4 

Meat on stove 3 

Ignition of oil 3 

Electric wires 3 

Lightning 3 

Smoky furnace 3 

Supposed incendiary 3 

Rekindle 3 

Fumigating 3 

Prairie fire 3 

Explosion of gas 3 

Defective flue 3 

Cigar stub 2 

Careless use candle 2 

Spontaneous combustion 2 

Ignition oil stove 2 

Gasoline torch 2 

Ignition of paint 2 

Explosion oil stove 2 

Ignition of rags 2 

Of the buildings, 145 were frame, 
brick and stone. They were occupied as 

Dwellings 130 

Barns • 28 

Wood shed 17 

Grocery 11 

Freight car 8 

Saloon 7 

Garbage box 5 

Barber 5 

Awning 4 



Tar kettle 2 

Suspicious 2 

Electric light pole 2 

Hot ashes 2 

Leaky gas jets 2 

Overheated oven 2 

Broken gas fixtures 

Crossed trolley wire 

Defective oven 

Defective gas stove 

Defective gas pipe 

Explosion can gasoline. . . . : 

Explosion gas stove 

Explosion gasoline lamp 

Explosion manhole 

Electric light wires 

Escaping steam 

Friction in fan 

Ignition of alcohol 

Ignition of gas , 

Ignition kettle of varnish 

Leaky gas meter 

Leaky gas pipe 

Mice with matches 

Overheated dryer 

Overheated furnace 

Overheated smoke house 

Overheated stove 

Overheated coffee roaster 

Overheated gas stove 

Smoking in bed 

Sparks from boiler 

Sparks from chimney 

Smoky flue 

Smoky stove 

142 brick, 6 brick ard frame, and 2 
follows : 



Automobiles 

Furnished rooms . . 

Laundry 

Tailor 

Bakery 

Carpenter 

Picture frame mfg. 
Automobile garage. 
Coal pile 



4 
4 
4 
4 
3 
3 

3 

2 

2 



in 



Coal shed 

Dyeing and cleaning 

General mdse 

Hotel 

Hospital 

Manure box 

Machinery 

Meats 

Office 

Oil iiDUse 

Oil storage 

Restatlrant 

Street car 

Steel and iron 

Ash "Ijox 

Asphalt mfg 

Box manf g 

Blower fans. 

Boiler house 

Bowling alley 

Barrehpotash on wagon 

Blacksmith 

Cabinet manfg 

Club house 

Car load manure 

Car load coke 

Cigars 

Cooperage 

Couch manfg 

Caskets and coffins 

Depot 

Electrical supplies 

Engine house 

Fence 

Furniture 

Furniture storage 

GliUss mirrors 

Grocers' and druggists' sundries 

Harness manfg 

Horse collar manfg 

Household furniture 

House nursery 

Ice house 

Iron works 

Iron specialties 



2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 



Japanning 

Lard refinery 

Letter writers 

Livery stable 

Ladies' boarding house . . 

Lodging house 

Load of hay 

Mattress manfg 

Machine shop 

Machinery 

Metal valves 

Millinery 

Millwright 

Molding manfg 

Musical instrument mfg. 

Notions and cigars 

Office fixtures 

Out house 

Paints and glass 

Paints and varnish 

Paper box mfg 

Paint storage 

Paper novelties 

Pile cement bags 

Piano manfg 

Smoke house 

Storage for barrels 

Sash, doors, and blinds . 

Shoe shining parlor 

Stone shed 

School 

Store fixtures 

Store room (empty) 

Specialties 

Steel furniture 

Scales 

Tools and dies 

Toilet soaps 

Tar wagon 

Telegraph pole 

Tool house 

Tag manfg 

Tool steel 

Warehouse 

Wood finishing 



INSURANCE. 

Total Insurance Involved $2,605424.60 

Total Loss to Insurance 378455-30 



Insurance Over Loss $2,226,969.30 
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Summary for September, 1906 

Total number of alarms 

The causes for same were as follows : 



620 



Unknown 

False 

Rubbish 

Careless use matches 

Ignition of gasoline 

Chimney fire 

Smoky stove 

Lamp explosion 

Curtain by gas jet 

Smoky chimney 

Overheated stove 

Smoky furnace 

Spontaneous combustion of coal 

Children with matches 

Sprinkler heads 

Tar kettle 

Ignition of grease 

Defective flue 

Electric light wires 

Sparks on roof 

Hot ashes 

Suspicious 

Lightning 

Prairie fire 

Sparks from locomotive 

Ignition of gas 

Ignition of gasoline 

Ignition of gas stove 

Explosion of gas 

Explosion of gasoline 

Defective chimney 

Careless use candle 

Fumigating 

Bonfire 

Burglars 

Of the buildings, 138 were frame, 112 brick, 4 brick and frame, 3 brick 
and stone, and i iron-clad. They were occupied as follows : 



135 
129 

64 

31 

23 

13 
12 

9 
8 

7 

5 

5 

5 

5 

5 

4 

4 

4 

. 4 

4 

4 

3 

3 

3 

3 
2 

2 

2 
2 
2 
2 

2 
2 
I 
I 



Cigar stub 

Electric light wire 

Electric light switch 

Electric motor 

Escaping steam 

Defective gas jet 

Defective stove 

Defective forge 

Defective furnace 

Horse in manhole 

Hot iron 

Ignition oily rags 

Ignition of paint 

Ignition of paper 

Ignition of oil 

Ignition oil stove 

Ignition of tar 

Ignition stove polish 

Ignition of varnish 

Ignition of rags 

Ignition meat on stove. . . 

Incendiary 

Leaky gas pipe 

Lighted cigarette 

Malicious incendiary 

Overheated range 

Overheated coffee roaster, 

Overheated oven 

Overheated kettle wax 

Overheated journal 

Overheated furnace 

Overheated boiler 

Overheated clothes dryer. 

Rekindle 

Salamander 



Dwellings 



114 Coal pile 4 



Barns , 19 

Grocery 10 

Saloons 9 

Wood shed 9 

Freight car 7 

Garbage box 6 

Awning 4 



Electric light pole 4 

Blacksmith 3 

Ash box 3 

Automobile 3 

Dry goods 3 

Hotel 3 

Fence 3 



113 



Foundry 3 

Furnished rooms 3 

Laundry 3 

Mattress manf g 3 

Street car 3 

Sidewalk 3 

Notions 3 

Church 2 

Glass, manf'g 2 

Garbajge can 2 

Hay stack 2 

Machine shop 2 

Lamp post 2 

Paints 2 

Printing 2 

Out house 2 

Tree ^ 2 

Restaurant 2 

Sash, doors, and blinds 2 

Soap manfg 2 

School 2 

Automobile 

Automobile garage 

Asphalt manfg 

Bowling alley 

Boarding house 

Barber 

Baggage car 

Brewery 

Billiard tables 

Coal car 

Car of hay 

Coal shed 

Carriage repository 

Cooperage 

Coal chute 

Clothing 

Coffin manfg 

Club house 

Candy manfg 

Cigars 

Drug mill 

Dentist 

Dyeing and cleaning 

INSURANCE. 

Total Insurance Involved $1,811,225.00 

Total Loss to Insurance 157,115.09 



Elevated railway structure, 

Electrical supplies 

Electric motors 

Furniture exhibits 

Florist 

Flag shanty 

Fruits 

Gas fixtures 

Gold refinery 

General mdse 

Gasoline tank 

Hardware , 

Lunch car 

Load of hay 

Millinery 

Machinery -. . . 

Meats 

Milk depot 

Machinery manfg 

Metal gaskets 

Manure box 

Metal reducing 

Novelties 

Oil car 

Passenger car 

Real estate office 

Razor strops 

Storage 

Suit cases 

Summer garden 

Show cases 

Telephone supplies , 

Teas and coffee 

Tailor 

Telegraph pole 

Waste paper box 

Wagon load hay 

Wagon load ashes 

Wagon load furniture 

Water tank 

Warehouse 

Wholesale grocery 

Wagon (empty) 



Insurance Over Loss $1,654,109.91 



Summary for October, 1906. 



Total number of alarms. 
The causes for same were a! 

False 

Unknown 

Rubbish 

Careless use matches 

Prairie fire 

Chimney fire 

Defective flue 

Children with matches 

Smoky chimney 

Supposed incendiary 

Ignition gasoline stove 

Ignition of grease 

Curtain by gas jet 

Ignition of oil 

Ignition of gasoline 

Spontaneous combustion 

Hot ashes 

Lamp explosion 

Overheated siove 

Sparks from locomotive 

Sparks on roof 

Tar kettle 

Leaky gas pipe 

Defective gas stove 

Smoky furnace 

Suspicious 

Ignition oil stove 

Overheated range 

Sparks from boiler 

Cigar stub 

Bonfire 

Sprinkler heads 
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follows : 

Defective fireplace 3 

Defective stovepipe 2 

Meat on stove 2 

Explosion of gasoline 2 

Overheated dryer 2 

Overheated gas stove -^ 

Overheated, furnace 2 

Overheated smoke stack 2 

Careless use candle 

Defective forge 

Defective gas jet 

Defective oven 

Defective steam pipe 

Ignition of beniine 

Explosion of boiler 

Explosion gasoline stove 

F.sraping steam 

Electric dynamo 

Gas jet near wood work 

Ignition waste paper 



1 by candle. . 



Oil ' 

Ignition of benzii 

Ignitioi 

Ignition of gas 

Outside of limits 

Overheated journal 

Overheated steam pipes.. 

Overheated boiler 

Overheated forge 

Overheated stove pipe 

Rekindle 

Smoky forge 

Sparks from brake shoe. . . 
Sparks from chimney 



Of the buildings, 186 were frame, 142 brick, iz brick and frame. 3 brick 



occupied as follow 

Dwellings 

Barns 

Wood shed 

Grocery 

Saloon 

Garbage box 

Furnished rooms. . 
Restaurant 



, and I brick and steel. They \ 

Coal pile 6 

Dyeing and cleaning 5 

Awning 5 

Bakery 4 

Hotel 4 

Bill board 3 

Drugs 3 
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Dry goods 3 

Freight car. 3 

Livery barn 3 

Slaughter house 3 

Sidewalk 3 

Wagon load hay 3 

Blacksmith 

Automobile 

Church 

Commission 

Coal shed 



2 

2 

2 

2 

2 

Express office 2 

Furniture 2 

Foundry 2 

Fence 2 

Gents* furnishing 2 

Lamp post 2 

Pile lumber 2 

Out house 2 

Smoke house 2 

Shoes 2 

Street car 2 

Theatre 2 

Automobile garage 

Art goods 

Automobile repairing 

Ash box 

Barber 

Boiler house 

Boat 

Brewery 

Billiard ball and cue repairing. . . 

Boarding house 

Coal car 

Car wheels 

Confectionery 

Church supplies 

Corset manf'g 

Carpet storage 

Candy manf g 

Chinese restaurant 

Chinese grocery 

Dentist 

Depot 

Elevated structure ;...;... 

INSURANCE. 

Total Insurance Involved $3,278,283.00 

Total Loss to Insurance 312,743.45 



Five cent theatre 

Furniture storage 

Hay and feed , 

Hardware *. 

Hay stack 

Iron and brass bedsteads 

Lunch car 

Lady's boarding house . . 

Loan office 

Live stock car 

Millinery 

Milk depot 

Machinery 

Moulding manf'g 

Manure box 

Neckwear 

Nursery 

Oil house 

Onion storage 

Paving blocks 

Pile of piles 

Pile of railroad ties 

Pipe shed 

Printing 

Planing mill 

Picture frame manf'g — 

Plastering hair 

Pumping station 

Round house 

Sail boat 

Saloon fixtures 

Sash, door and blinds — 
Sash and door storage . . 

Scale manf'g 

Stove repairing 

Ship building 

Store room . . ; 

Tobacco storage 

Trimmings 

Varnish manf'g 

Warehouse 

Wagon 

Wholesale drugs 

Waste paper box 



Insurance Over Loss $2,965,539.55 
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Summary for November, 1 906. 



Total number of alarms 

The causes for same were as follows; 



711 



False 

Unknown 

Careless use matches 

Rubbish 

Chimney fire 

Defectice flue 

Smoky stove 

Children with matches 

Smoky furnace 

Overheated stove 

Spontaneous combusion coal . 

Hot ashes. ,,. 

Oil stove 

Defective chimney 

Ignition of gasoline ; . 

Ignition of grease 

Tar kettle 

Overheated furnace 

Defective gas stove 

Ignition gasoline stove 

Supposed incendiary 

Lamp explosion 

Prairie fire 

Salamander 

Sparks on roof 

Careless use candle 

Cigar stub 

Defective gas jet 

Electric wires 

Escaping steam 

Ignition of coal 

Ignition of oil ; ; . . . 

Overheated boiler 

Overheated gas stove 

Smoky chimney ;..;..;. 

Sprinkler head 



ISO 
io6 

49 
46 

21 

i6 

15 
II 
II 

10 
lO 

9 
8 
6 
6 
6 
6 
6 

5 
5 
S 
4 
4 
4 
4 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 



Suspicious 3 

Bonfire 2 

Defective fire place 2 

Electric motor 2 

Gas jet near wood work 2 

Ignition of gas 2 

Leaky gas pipe 2 

Overheated oven 2 

Sparks from locomotive 2 

Sparks from stove 2 

Falling walls 

Careless use lamp 

Defective furnace pipe 

Electric light wire 

Gas explosion 

Explosion gasoline stove 

Electric dynamo 

Fumigating 

Horse falling in man hole 

Hot coals 

Curtain near gas jet 

Ignition gas range 

Glue pot 

Ignition of meat 

Paper near gas jet 

Ignition of rags 

Ignition of tar 

Leaky gas meter 

Light pipe 

Mice with matches 

Overheated range 

Incendiary by insane woman 

Sparks from boiler 

Sparks from chimney 

Sparks from cupola 

Sparks from motor 



Of the buildings, 164 were brick, 146 frame, 9 brick and frame, 7 brick 
and stone, 2 stone, and i iron-clad. They were occupied as follows : 



Dwellings 159 

Barn 20 

Wood shed 16 

Freight car 10 

Grocery 10 

Restaurant 9 

Saloon 8 



Furnished rooms 6 

Tailor 6 

Coal pile 5 

Confectionery 5 

Meats 5 

Barber 4 

Millinery 4 



Printing 4 

Automobiles 

Commission 

Coal office 

Carpenter 

Dry goods 

Boiler house 



Hotel 

Household furniture . 

Street car 

Shoe repairing 

Automobile garage. . . 

Awning 

Car shop 

Cigars 

Ash box 

Laundry 

General mdse 

Garbage box 

Planing mill 

Telegraph pole 

Store room 

Shoes 

Wire works 

Stoves 

Nickel plating 

Coal shed....> 

Hardware specialties . 
Fire proof covering. . . 

' Billiard hall 

Candy manf g 

Artists' materials 

Advertising novelties. 

Blacksmith shop 

Boarding house 

Beef house 

Box manf g 

Box of coke 

Bakery 

Brick manf'g 

Belting 

Brewery 

Clothing 

Coal dock 

Cutlery manf'g 

Cabinet manf'g 

Club House 

Coal car 



City ha!! 

Delicatessen 

Duster handle manf'g 

Depot 

Express office 

Electrical controllers 

Electric light pole 

Elevator manf'g 

Felting 

Fruits and jams 

Florist 

Flags 

Furniture repairing 

Furniture manfg 

Freight house 

Grocery storage 

Grocery and drug sundries 

Gunsmith 

Hardware 

Hay and feed 

Harness manf'g 

Household furniture warehouse 

Jewelry 

Lady's garments 

Lime box 

Livery bam 

Lodge hill 

Lady's waist ma'nf'g 

Lady's boarding house 

Locks and builders' hardware.. 

Load of hay 

Machines 

Mineral water bottling 

Mouldings 

Medicines 

Metal manf'g 

Machinery 

Office 

Oil storage 

Patent medicines 

Plating 

Passenger car 

Plumbing supplies 

Picture frame manf'g 

Paper and woodenware 

Paper box manf'g 

Perfumery 

Photo, gallery 
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Photo, supplies 

Paints 

Railroad supplies 

Sidewalk 

Steam valves 

Second hand clothing. 

Smoke house 

.Switch board manfg. 

Shaving chute 

Salt warehouse 

Theatre 

Tool shed 



Undertaker 

Veneer manfg 

Wholesale liquors. 

Wire manfg 

Wood carving 

Woolen goods 

Wood finishing 

Wholesale grocery. 

Whips 

Wagon shed 

Wagon (empty) . . 



INSURANCE. 

Total Insurance Involved $7,28340644 

Total Loss to Insurance 487,712.44 



Insurance Over Loss $6,795,694.00 



Summary for December, 1906. 

Total number of alarms 831 

The causes for same were as follows:- 



False 155 

Unknown 129 

Careless use matches 78 

Chimney fire 35 

Overheated stove 32 

Rubbish : 27 

Defective flue 18 

Smoky stove 16 

Overheated furnace 15 

Smoky chimney 13 

Sprinkler heads 12 

Children with matches ii 

Lamp explosion 10 

Defective gas stove 8 

Sparks on roof 7 

Electric wires 6 

Tar kettle 6 

Ignition of grease 6 

Careless use candle 6 

Electric light wires 5 

Hot ashes 5 

Overheated boiler 4 

Suspicious 4 

Escaping steam 4 

Supposed incendiary 4 

Cigar stub 4 



Rekindle 4 

Ignition of gas 4 

Ignition gas stove 4 

Curtain by gas jet 4 

Christmas tree 4 

Defective gas jet 4 

Leaky gas meter 3 

Ignition of oil 3 

Overheated stove pipe 3 

Smoky furnace 3 

Defective chimney 2 

Explosion of chemicals 2 

Electric light pole 2 

Mice with matches 2 

Ruins 2 

Leaky gas pipe 2 

Broken gas pipe 2 

Ignition oil stove 2 

Overheated gas stove 2 

Ignition of burlaps a 

Ignition of rags 2 

Broken gas jet i 

Broken sprinkler head i 

Defective furnace pipe i 

Defective gas pipe i 

Defective stove pipe i 

Electric flat iron i 
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Electric motor 

Electric switch 

Explosion oil stove 

Hot cinders 

Hot coals on floor 

Ignition barrel of tar 

Incendiary 

Ignition clothing near gas jet... 

Ignition of coal 

Ignition of gasoline 

Ignition oily waste 

Ignition pot of paint 

Ignition paper over flue hole 

Ignition kettle of wax 

Ignition woodwork near furnace 

Lighted candle 

Lighted cigarette 

Lamp burning out 

Man killed by electric wire 



Overheated oven 

Overheated range 

Overheated steam pipe 

Plumbers' fire pot 

Prairie fire 

Salamander 

Set afire by boys ' 

Smoking in bed 

Smoky boiler 

Sparks from forge 

Sparks from fire place 

Sparks from locomotive 

Sparks from stove 

Sprinkler tank overflowed 

Spontaneous combustion of coal 

Street fight 

Thawing gas meter 

Thawing water pipe 

Tinners' furnace 



car, 



2 
2 
2 
2 



Of the buildings, 2i6 were brick, 173 frame, 5 brick and stone, and 4 brick 

and frame. They were occupied as follows: 

Dwellings 207 

Barns 20 

Qrocery 12 

Freight cars 11 

Saloon II 

Furnished rooms 8 

Restaurant 8 

Barber 6 

Wood shed 5 

Meats 4 

Passenger car 4 

Tailor 4 

Automobile 4 

Commission 4 

Clothing 4 

Billiard hall 3 

Laundry 3 

Power house 3 

Street car 3 

School 3 

Mail order house 3 

Car cinders 3 

Church 2 

Empty wagon 2 

Coal office 2 

Confectionery 2 

Cigar manf g 2 

Dry goods 2 



Elevated 
Drugs . . 
Fence . . 
Junk ... 

Jewelry 2 

Office 2 

Lady's boarding house 2 

Hardware 2 

Lithographing 2 

Machine shop 2 

Mattress manf'g 2 

Boat 2 

Broom manf'g 2 

Smoke house 2 

Wagon load hay 2 

Store room (vacant) 2 

Bakery 2 

Automobile garage 

Brick manf g 

Bill board 

Blacksmith 

Box manf'g 

Blower fans 

Button manf'g 

Cinder car 

Cigars 

Cloaks 

Coal pile 
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Cabinet hardware 

Chemical manf g 

Cornice manf g 

Club house 

Carpenter 

Qothing manfg 

Cotton waste 

Coal shed 

Electrotyping 

Elevated passenger car 

Electric supplies 

Electric power house., 

Five cent theater 

Feathers and dyeing. . 

Foundry 

Freight boat 

Furnaces 

Freight house 

Furniture storage 

Furniture exhibits 

Gas fixtures 

Gents* furnishing 

Gas engines 

Garbage box 

Hardware specialties . . . 

Hotel 

Hand saws 

Interior wood working. 

Kitchen 

Kodaks and cameras . . , 

Locks 

Load of hay 

Lye manfg 

Lunch car 

Ladies' suits 

Lumber dressing 

Mercantile agency 

Merchandise brokers. . 

Machinery 

Mantel manfg 

Mens* pants 

Mens' neckwear 

Metal manfg 



Nickel plating 

Oil shed 

Office furniture manfg. 

Paper stock 

Paper box manfg 

Paint storage 

Plumbing 

Pullman car 

Picture frames 

Picture frame manfg — 

Printing 

Patent medicines . .• 

Perfumes 

Paint manfg 

Pile shavings 

Planing mill 

Post office 

Pile of coal 

Rags 

Rubber goods 

Roofing materials 

Show cases 

Screws : 

Silks 

Switch shanty 

Souvenir postal cards . . . 
Saloon fixture manfg. . . 

Stoves and ranges 

Storage for fruits 

Shirt manfg 

Shoe repairing 

Steel fishing rod manfg. 

Shoes 

Tin can manfg 

Tents and awnings 

Type manfg '. 

Tobacco manfg 

Tool shed 

Tug boat 

Vest manfg 

Wagon shop 

Wholesale fish 

Wholesale tailors 



INSURANCE. 

Total Insurance Involved $3,737434-90 

Total Loss to Insurance 536,903-09 



Insurance Over Loss $3>200,53i.8i 
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SUIVIMARY 

Of Insurance, . Loss to Insurance, and Insurance over 
Loss In District covered by Company No. 1 . 



Months. 


Total Insurance 
Inyolved. 


Total Loss to 
Insurance. 


Insurance over 
Loss. 


Tsnuarv 


$ 217,300 00 

837,400 00 

1,947,600 00 

1,064,400 00 

385,000 00 

I2fl,O0O 00 

565.350 00 
430,150 00 

435 500 00 
1,588,725 00 

870,049 30 
1,404,700 00 


$ 5.909 13 
65,988 26 

319,400 06 

70,516 15 

23*146 14 

1,054 86 

20,324 II 

29.383 48 
16,902 51 

5,838 53 
237,675 44 
217.948 51 


$ 211,390 87 

771,411 74 
1,628.199 94 

993,883 85 
361,853 86 

120,945 14 
M5,o25 89 
400,766 52 
418,597 49 

1,582,886 47 
632,373 86 

1,186,751 49 


February 


MlirCh T T , . T T T . . T r . . . 


April 


May 

June 

J»>y 

August 

September 


October 


November 


December 




Total 


$ 9»868,i74 30 


$ 1,014,087 18 


$ 8,854,087 12 
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SUMMARY 

Of Insurance, Loss to Insurance, and Insurance over 
Loss, in District covered by Company No. 2. * 



Months. 



Jiinuary . . 
February.. 

March 

April 

May 

June 

July 

August 

September 
October. . . 
November 
December 

Total 



Total Insurance 
Involved. 



$ 155.200 00 

556,500 00 
353.700 00 
259,600 00 
251,000 00 
50,100 00 
129,800 00 

833.775 00 
118.275 00 
62,088 00 
397,200 00 
376,750 00 



I 3.543.988 00 



Total Loss to 
Insurance. 



5.IJ85 00 
9.750 64 

35>ii5 35 
99.430 47 

83,43" 54 
5,041 50 

21,324 27 

J45.477 34 

9.M4 94 

4,655 61 

105.989 34 
108,900 71 



$ 633,146 71 



Insurance over 
Loss. 



149.3«5 00 

546.749 36 
318,584 65 
160,169 53 
167,568 46 
45,058 50 
108,475 73 
689,297 66 
109,130 06 

57,43a 39 
291,310 66 
267,849 29 



$ 2,910,841 29 
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SUMIVIARY 

Of Insurance* Loss to Insurance, and Insurance over 
Loss, In District covered by Company No. 3. 



Months. 


Total Insurance 
Involyed. 


Total I^oss to 
.Insurance. 


Insurance over 
Loss. 


January 


$ 222,400 00 
373.575 00 

309.713 25 
222,550 00 

89,650 00 

135.805 00 

594.9^5 00 
224,950 00 
371,500 00 
215.850 00 
290,000 00 
188,300 00 


$ 37,822 54 
16,187 80 

".507 36 
1,030 64 

11,854 17 
5,848 05 

308.497 34 
35.345 81 
81,090 29 

116,657 21 

35.501 46 
6,498 39 


$ iH4,577 46 

357,387 20 
297.205 89 

217.519 36 

77,795 83 

"9,956 95 

286.427 66 


^ y ••••••••• •••• 

February 


March 


April 

May 


^ .y • • ■ 

Tune 


J •""•*• .• • 

July 


J ^'j .................. 

Aufifust 


189,604 19 
290,409 71 
99,192 79 
173.498 54 
181,801 71 


September 


October 


Noyember 


December 




Total 


$ 3.158,218 25 


$ 672,840 96 


1 2,485,377 29 
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SUIVIMARY 

Of Insurance, Loss to Insurance, and Insurance over 
Loss in District covered by Company No. 4. 



Months. 


Total Insurance 
Involyed. 


Total Loss to 
Insurance. 


Insurance over 
Lois. 


January 


$ 35iOoo oo 
None 
None 
None 
None 
None 
None 

6,300 00 
None 
None 
None 
None 


$ SUoo 
None 
None 
None 
None 
None 
None 

6,300 00 
None 
None 
None 
None 


$ 34,435 86 
None 
None 


February * 

March 


April 


None 


May * 


None 


^^ .y «..••... 

June 

July 


None 
None 


J*" J 

Ausrust 


None 


September 


None 


October 


None 


November 


None 


December 


None 






Total 


$ 41*300 00 


> 6,864 00 


$ 34.4)6 86 
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SUIVIMARY 

Of Insurance, Loss to Insurance and Insurance over 
Loss» in District covered by Company No. 5. 



Months. 


Total Insurance 
Involved. 


Total Loss to 
Insurance. 


Insurance over 
Loss. 


Tanuary 


1 171,875 00 
65,369 00 
391,400 00 
106,550 00 
48,900 00 
174,900 00 
233.700 00 

94.725 00 . 
45,100 00 
91,200 00 
34,700 00 
208,549 99 


1 37.151 38 
9,950 93 
123,292 53 
9,809 69 
1,314 28 
30,288 73 
2,855 06 

9,853 " 
618 80 

14,131 31 
3,770 31 

5,057 48 


% 134,723 62 

55.418 07 

268,107 47 

96,740 31 

47i585 72 


February 

March 


April 


May 


Tune 


144,611 27 


July 


230,844 94 
84.871 89 


Aufifust 


September 


44,481 20 


October 


77,068 69 


November 


30,929 69 
203,492 51 


December 


Total 


1 1,666.968 99 


% 248,093 61 


5 1,418,875 38 







\ 
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SUMIVIARY 

Of Insurance, Loss to Insurance and Insurance over 
Los8« in District covered by Company No. 6. 



Months. 


Total Insurance 
Inyolved. 


Total Loss to 
Insurance. 


Insurance over 
Loss. 


January 

Pebrnarv 


1 57.IOO oo 
186,500 00 
182,900 00 

111,000 00 

1 
1 

50,700 CO 

224,688 00 
59,950 00 

1 

1 

510,124 60 

24,000 00 

137,845 00 
137,075 00 
116,594 92 


$ 3.998 82 
40,484 40 
3a.779 58 
34.453 15 

4.530 3a 
46,770 7« 

3.630 57 

90.557 55 

1,274 65 

15,628 69 

32,839 04 

9.331 44 


$ 53.101 18 

146,015 60 

150,126 4a 

86.54/85 

46,1^68 

177.9*7 28 

56,3^9 43 

419.567 OS 

22.725 35 
I22,ai6 31 

104.23$ 96 
xo7,i63 48 


March 


A Dlil 


May 


June 

Tuly 


J *••/ *•• 

Ausrust 


SeDtember 


October 


November 


December 






Total 


$ 1.798.477 5« 


$ 306,277 93 


1 I. 492.199 59 
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SUMMARY 

Of Insurance. Loss to Insurance, and Insurance over 
Loss, in District covered by Company No. 7. 



Months. 


Total Insurance 
Involved. 


Total Loss to 
Insurance. 


Insurance over 
Loss. 


January 


S 36,300 00 
118,400 00 
20,400 00 
137,300 00 
52,300 00 
39,150 00 
30,250 00 
60,550 00 
51,300 00 
24.550 00 

81,750 GO 
146,610 00 


% 5,718 49 
13.025 89 
3.872 05 
37,165 77 
5,318 34 
7,788 41 
2,491 60 

10,785 83 

7,160 87 

7,237 25 

10,801 42 

64,414 80 


% 3o,'58i 51 
105,374 II 

16,527 95 
100,134 23 

46,981 66 

31,361 59 
27,758 40 
49.764 17 

44,139 13 
17,312 75 
70,948 58 
82,195 20 


February 

March 


April 


May 

June 

July 


i •••y *•• •••• 

Ausust 


September 


October 


NoTember 


December 




Total 


% 798.860 DO 


$ 175,780 72 


S 623,079 28 
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SUIVIMARY 

Of Insurance, and Loss on Buildings and Contents, in 

City for Year 1906. 



Months. 


Insurance on 
Buildings. 


Insurance on 
Contents. 


Loss on 
Buildings. 


Loss on 
Contents. 


January 


$ 1,216,350 GO 


$ 42 ',075 00 


$ 82,550 49 


$ 106,942 47 


February 


1.771,719 00 


1.203,175 00 


110,840 90 


109,395 53 


March 


3,904,482 44 


1.932,428 72 


255,810 39 


49o.9»4 32 


April 


1,451.625 00 
1,627,800 00 


1,025.800 00 


97,704 45 
489.459 47 

104, n7 28 


189,20a 20 
228,867 00 
140,019 93 
311,064 41 
300,680 48 


May 


720,600 00 


June 


902,813 00 

957.775 00 
947,049 60 


508,830 00 


July 


1,467,680 00 


^1 \ji ^^ 
141.008 38 

77,774 82 


August 


1.658,375 00 


September 


782,156 00 


1,029,075 00 


39»445 22 


117.669 87 


October 


1.343.688 00 


1.934.595 00 


127,277, 8x 


185.465 64 


November 


4,607.456 14 


2,675.950 30 


137,709 37 


350,003 07 


December 


1.906,194 90 


1,831,240 CO 


198,719 81 


338.183 28 


Total 


$21,419,103 08 


$ 16,410,824 02 


$ 1,862,438 39 


$ 2,868.408 20 
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SUMMARY 

Of Insurance, Loss to Insurance, and Insurance over 

Loss, as Reported for Year 1 G06. 



Months. 



January . . . 
February . . 

March 

April 

May 

June 

July 

August .... 
September*. 
October. . . . 
November . 
December. .' 



Total 



Total Insurance 
Involved. 



1,637,425 00 
2,97^,894 00 
5,836,911 16 

2,477,425 00 
2,348,400 00 
1,411,643 00 

a.425»4$5 00 
3,605,424 60 

1,811,225 GO 
3,278,283 00 

7.t83,4o6 44 
3.737,434 00 



I 37 ,829,927 10 



Total Loss te ■ Insurance over 

i 

Insurance. Ix>ss. 



$ 



189.492 96 
220,236 43 
746,724 71 
286,906 65 
718,326 47 
244,157 21 
452,072 79 

378,455 30 
157,115 09 ! 
312,743 45 
487,712 44 

536,903 09 



$ 4,730.846 59 



1,447.932 04 
2,756,657 57 
5,090,186 45 
2.190,518 35 
1,630,073 53 
1,167,485 79 
1,973.382 21 
2,226,969 30 

1,654,109 91 
2,965,539 55 
6,795'694 00 
3,200,531 81 



$ 33,099,080 51 



Total losses paid as reported $ 4,730,846.59 

Unreported losses, estimated 378,467 72 



Total losses paid for year ending December 31st, 1906 $ 5,109,314.31 
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The followingr is a complete list of the Con- 
tributors to the Maintenance of the Fire 
Insurance Patrol for the Year 1906. 



Amounts received from the companies for account of their 
proportion of the expenses op the fire insurance patroi, for 
the year i906, based on premiums received by them during the 
second half of i905 and first hatf of i906. 

Stock 

City. Yard 8. 

Aachen and Munich Fire Insurance Co of Qermanj $ 716.83 $ 47 96 

Alliance Insurance Co. of Philadelphia . 308.15 19.68 

American Fire Insurance Co. of Philadelphia 383.62 

Assurance Co. of America of N. Y 351.93 6.10 

Allemannia Fire Insurance Co. of Pittsburgh, Pa . . . 377 . 36 

Aetna Insurance Co of Hartford, Ct 4,115.00 

Armenia Insurance Co. of Pittsburgh 167.14 16 36 

American Central Insurance Co. of St. Louis 710.21 89.02 

American Insurance Co. of N. J 1,917.36 58.29 

Albany Insurance Co. of 21. Y 93.19 8.06 

^Allegheny Fire Insurance Co. of Pa 286.85 44.06 

Atlanta-Birmingham Fire Insurance Co. of Ga 159.64 17.46 

Alliance Assurance Co. Ltd., of London 389.67 

Atlas Assurance Co. Ltd., of London 898.05 44 08 

American Lloyds of Sew York 156.89 

Anchor Insurance Co 235.54 24 74 

American Insurance Co. of Boston 99.30 15 54 

Agricultural Insurance Co. of Watertown. N. Y 1,012.01 18.33 

British American Insurance Co. of N. Y 171.50 8.13 

Buffalo German Insurance Co. of Buffalo. N. Y 995.73 30.00 

Buffalo Commercial Insurance Co. of Buffalo, N. Y 582.75 25 00 

British America Assurance Co. of Toronto 1,127 89 122 61 

«Ben Franklin Insurance Co (The) of Allegheny 157 . 12 16 96 

Continental Insurance Co. of N. Y 1.795.44 14.85 

County Fire Insurance Co. of Philadelphia ...' 389 66 18.30 

Camden Fire Insurance Association of S. J 468.87 27.66 

Commercial Union Assurance Co. Ltd , 1,818 23 30.38 

Commercial Union Fire Insurance Co. of N. Y 121 14 8.91 

Commonwealth Insurance Co. of N. Y 541.82 33.85 

Calumet Insurance Co, of III 260.97 40.12 

Cotton and W^oolen Manufacturers Mutual Insurance Co 50.71 

Caledonian Insurance Co. of Edinburgh 1.092.87 30.00 

Connecticut Fire Insurance Co. of Hp.rlford Ct 1.706 04 71 21 

Capital Fire Insurance Co. of Concord N. H 227.50 

Concordia Fire Insurance Co. of Milwaukee, Wis 558 . 85 

Colonial Insurance Co. of N. Y 490 48 34 21 

Central Manufacturers Mutual Insurance Co. of Van Wert. 70 98 15.19 

Citizens Insurance Co. of Mo l.'M)Ai 76.87 

Commerce Insurance Co. of Albany 316 82 .77 

Cincinnati Underwritere 148 11 

City of New York Insurance Co. of S, Y 428 40 3152 

♦Cosmopolitan Fire Insurance Co. of N. Y 113.91 39.36 

Dubuque Fire and Marine Insurance Co. of Iowa 275.93 11.85 

Detroit Fire and Marine Insurance Co. of Detroit Mich 479.47 19 20 

Dutchess Insurance Co. of Poughkeepsie, N. Y 26 16 

Delaware Insurance Co, of Philadelphia 956 65 20.00 



Explanations: * signifies that amounts noted above were due in 1906 but were not paid 
until 1907,, but are included in figures noted above. 
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Stock 

City. Yards. 

Delaware Fire Insurance Co. of Dover, Del 92.75 26.46 

Eureka & Security Insurance Co^s. of Cincinnati 224 . 78 

Kmpire City Insurance Co. of N. Y.... 124.80 . 10.10 

Eastern Fire Insurance Co. of Atlantic City, N.J 229 97 14.54 

* Equitable Fire and Marine Insurance Co. of Providence, R. 1 68485 4490 

♦EagleFireCo. of N..Y 564.86 21.09 

Firemans Fund Insurance Co. of San Francisco 772.83 

Fire Association of Philadelphia 1,184.46 59 99 

Farmers Fire Insurance Co of York Pa 838.19 7.30 

Federal Insurance Co. of N. J 422.23 2^.66 

Forest City Insurance Co. of Rockford, 111 8.27 

•Franklin Fire Insurance Co. of Phlla 556 96 28.50 

Firemans Insurance Co. of Newark, N.J 766 48 

Farmers & Merchants Insurance Co. of Nebraska — 178.72 

Glens Falls Insurance Co. of Qlent Falls. N. Y 1,137.48 

Qerman Insurance Co. of Freeport, 111 1,379 56 

Globe & Rutgers Fire Insurance Co. of N. Y 1.161.31 228.57 

*Qirard Fire and Marine Insurance Co. of Phila 728.72 11.14 

Gerniania Fire Insurance Co. of N. Y 2.257.07 

German Underwriters Department of Milwaukee Mechanics Ins. Co.. 133.28 

•German Alliance Insurance Company of N. Y 853.87 54.73 

Georgia Home Insurance Co. of Columbus, Ga 448 61 18.46 

•German Fire Insurance Co. of Indianapolis, Ind 190.05 9 42 

Granite State Fire Insurance Co. of N. H 69.94 

♦German F ire Insurance Co. of Peoria, 111 671.97 2.98 

German American Insurance Co. of N. Y 1,787:51 70.93 

Great Western Lloyds of N. Y 78.17 

German National Insurance Co. of Chicago. Ill 888.18 

German American Insurance Co. of Pennsylvania. . 169 09 31.41 

German Fire Insurance Co. of Pittsburgh, Pa 216.20 8 36 

♦German Fire Insurance Co. of Wheeling. W. Va 269 .96 21. 18 

German American Fire Insurance Co. of Baltimore City 109. 18 8.60 

Hawkeye Insurance Co. of Des Moines, Iowa 58 81 15.67 

Hamburg Bremen Fire Insurance Co. of Germany 1238 57 41.06 

Hamilton Fire Insurance Co. of N. Y 129.67 40 52 

Home Fire and Marine Insurance Co. of San Francisco 178.54 

Hanover Fire Insurance Co. of N. Y 1,147.35 72.76 

Home Insurance Co. of N. Y 2.916.44 426 37 

♦Hartford Fire Insurance Co. of Hartford, Ct 3,346.83 191 .48 

Humboldt Fire Insurance Co. of Allegheny, Pa 267.30 

Individual Underwriters 418 14 44175 

Insurance Underwriters Agency of Spring Garden Insurance Co 606.89 174 34 

Industrial Manufacturers Mutual Insurance Co 48.50 

Indemnity Fire Insurance Co. of N. Y 134.94 19 34 

Iowa Home Insurance Co 20.84 18 41 

Indemnity Exchange of Chicago, refuses to pay 

Insurance Co. of North America of Phila 1,494.28 40 29 

*Indianapolis Fire Insurance Co. of Indianapolis 339.63 12 50 

Insurance Co. of the State of Pennsylvania of Phila 402.35 28 79 

Insurance Co. of the State of Illinois of Rockford, III 198 08 22 85 

Jefferson Fire Insurance Co. of Philadelphia 220.28 17.80 

Joint Policy (Insurance Co. of North America and Fire Association) . . 841 . 18 

Keystone Mutual Insurance Co 18 20 

Louisville Insurance Co. of Ky 155.82 13.26 

♦Lumbermens Insurance Co. of Phila 484.15 87.20 

Law Union and Crown Insurance Co. of Eng 150.48 

♦Liverpool and London and Globe Insurance Co. of Eng 4,016.24 125 . 11 

Liverpool and London and Globe Insurance Co. of N. Y 381.35 9.93 

London Assurance Corporation of England 1,262.15 

Explanations: ♦ signifies that amounts noted above were due in 1906 but were not paid 
until 1907, but are included in flgurei noted above. 



182 

Stock 

Citj. Tarda. 

London and Lancashire Fire Insurance Co. of Eng 1,600.20 25.81 

Mercantile Fire and Marine Insurance Co. of Boston 228.95 20.20 

Milwaukee Fire Insurance Co. of Milwaukee, Wisconsin 199.47 

M icbigan Commercial Insurance Co. of Lansing, Mich 260 . 74 7 . 18 

Michigan Millers Mutual Fire Insurance Co. of Lansing, Mich 89.04 

Millers Mutual Fire Insurance Co. of Alton, 111 8.49 

Michigan Fire and Marine Insurance Co. of Detroit, Mich 899.72 21 81 

Millers National Insurance Co. of Chicago, 111 41.09 

Metropolitan Fire Insurance Co. of Chicago. Ill 181 .26 28.04 

Monongahela Insurance Co. of Pittsburgh, Fa 148.11 80.97 

Manton Mutual Insurance Co. of Philadelphia 12.69 

Mill Owners Mutual Insurance Co. of Chicago, 111 . 20.C8 

Mercantile Mutual Insurance Co 25.47 

Mechanics and Traders Insurance Co. of N. 182.18 51.07 

Milwaukee Mechanics Insurance Co. of Wisconsin 774 . 18 

Mechanics Insurance Co. of Phila 889.81 17.62 

Merchants Exchange and Underwriters Exchange and Insurance 
Exchange— H. J. Straight, Mgr. No attention given to requests 

for contribution 

Norwich Union Fire Insurance Society of Eng 1,616.96 128.85 

North River Insurance Co of N. Y 594.12 68.70 

Nassau Fire Insurance Co. of N. Y 848.82 85.20 

♦National Fire Insurance Co. of Hartford, Ct 2,706.80 216.99 

New Hampshire Fire Insurance Co. of N. H 617.61 

National Insurance Co, of Cincinnati 12.96 6.50 

Niagara Fire Insurance Co. of N. Y 1,160.99 84.98 

New York Fire Insurance Co 162.19 16 00 

4,New Jersey Fire Insurance Co. of Camden 178.89 57.00 

♦National Lumber Insurance Co. of Buffalo, N. Y 86 . 76 

*New Brunswick Fire Insurance Co. of N. J , 158.59 8 57 

National Fire and Marine Insurance Co. of N. J 115 87 41 .88 

Newark Fire Insurance Co. of N. J 516. 22 1 . 78 

New York Reciprocal Underwriters 254.12 

North German Insurance Co 820.27 48.71 

North British and Mercantile Insurance Co. of London and Edinburgh 2,253 00 66.82 

North British and Mercantile Insurance Co. of N. Y 119 .04 

Northern Assurance Co. of London, Eng 2,280.86 46.38 

North Western National Insurance Co. of Wis 784.49 

New York Underwriters Agency of N. Y 2,491.87 50.70 • 

Northern Insurance Co. of N. Y 489.08 25.84 

♦National Insurance Co. of A.llegheny, Pa 211.77 

New England Lloyds of Providence, B. 1 61.48 

National Union Fire Insurance Co. of Pittsburgh 789 19 85 57 

♦Ohio German Insurance Co. of Toledo, Ohio 848.18 50.06 

Orient Insurance Co. of Hartford, Ct 957.12 62.46 

Pennsylvania Fire Insurance Co. of Phila 1,199.66 87.96 

Pelican Assurance Co. of N. Y 201.50 8.41 

♦Pitteburgh Insurance Co. of Pittsburgh, Pa 2l8 .82 11.74 

Phoenix Assurance Co. Ltd , of London, Eng 1,449.95 44.06 

Palatine Insurance Co. Ltd., of London, Eng 1,089.29 27.88 

Pittsburgh Underwriters of Pittsburgh, Pa 878.66 

Protection Mutual Insurance Co 24.24 

Philadelphia Manufacturers Mutual Insurance Co 12. 57 ' 

Peter Cooper Fire lasurance Co. of the City of New York 212.88 21 .20 

Phenix Insurance Co, of Brooklyn 2,665.14 82.42 

Prussian National Insurance Co. of Siettin, Germany 1,297 .62 29.25 

Providence Washington Insurance Co. of Providence, R. 1 1,068.80 67 .90 

Phoenix Insusance Co. of Hartford, Ct 2,897.20 16.03 

Paciac Fire Insurance Co. of N. Y 275.87 78.61 

Explanations! * signifies that amounts noted above were due in 1906 but were not paid 
until 1907, but are included in figures noted above. 
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Stock 

City. Yards. 

*Queen City Fire Insurance Co. of Sioux Falls, S. Dak 170.48 11 .60 

Queen Insurance Co. of A.merica 1,332.60, 51.73 

Royal Insurance Co. of Liverpool, Eng , 4 136.47 17.48 

Rubber Manufacturers Mutual Insurance Co 49.47 

Royal Exchange Assurance Co. of London, Eng 791.72 

Rochester German Insurance Co. of N. Y 1,U72.35 30.00 

Reliance Insurance Co. of Philadelphia 903.76 20.C0 

Shawnee Fire Insurance Co. of Kansas 141.71 24.29 

Springfield Fire and Marine Insurance Co. of Mass 2,422.55 78.07 

Spring Garden Insurance Co. of Phila , 1.019.19 28.22 

Sun Insurance Office of London, Eng 1,532.09 

Scottish Union and National Insurance Co. of Edinburgh 1.881 . 51 27 . 17 

*St Paul Fire and Marine Insurance Co. of Minn 1,016 53 79.08 

Svea Fire and Life Insurance Co. of Gothenburg, Sweden 466.03 22.56 

Security Insurancs of New Haven Ct 780 32 49.69 

Stuyvesant Insurance Co. of N. Y 255.65 66.25 

Star Fire Insurance Co. of Louisville, Ky 146.43 14.44 

St. Louis Insurance Co. of St, Louis, Mo 32 50 11.71 

Southern Insurance Co. of N. 101.04 11.02 

State Fire Insurance Co, of Liverpool, Eng j 137.15 

Teutonia Insurance Co. of Allegheny, Pa 130.77 

Teutonia Insurance Co. of New Orleans 813.04 21.12 

Traders Insurance Co. of III 1.320.72 2 68 

Trans- A.tlan tic Fire Insurance Co. of Hamburg 310 11 22.12 

Union Insurance Co. of Phila 288.07 14 26 

United States Insurance Co of N. Y 93.80 13.00 

United Flremens Insurance Co. of Phila 538 69 13 33 

Union Assurance Society of London, Hug 834 65 135.48 

United America Fire Insurance Co. of Milwaukee 825.97 16.78 

♦Union Insurance Co, of Buffalo 169.61 

Virginia State Insurance Co. of Richmond, Va 341.36 23.05 

Ylrglnia Fire and Marine Insurance Co. of Richmond, Va 569 92 27 97 

Williamsburgh City Fire Insurance Co. of N. Y 635 50 3.97 

Western Reserve Insurance Co. of Cleveland, Ohio 215 09 24 . 19 

Westchester Fire Insurance Co of N. Y 1,100.95 62 86 

♦Western Assurance Co. of Toronto, Canada 1,043 49 47.42 

♦Webtern Insurance Co of Pittsburgh. Pa 403.41 16.24 

Total $181,645 82 $6,153.71 

CITT YARDS 

Allegheny 164 86 37.50 

Ben Franklin 81 . 08 6 .36 

Metropolitan 70.16 7.84 

Eagle 317.04 11.01 

Prussian National.. 679.46 23.48 

Pittsburgh 108.49 8 22 

Queen City 84.25 7.55 

Westemof Pa 245.09 11 94 

Liverpool and London and Globe of Eng 2,064 20 86.35 

National of Pa 130.09 

German of Indiana 85 80 

German of Peoria 263.14 1.40 

Indianapolis 165 89 8.81 

Hartford 1,234 16 157.(2 

National of Hartford 466.77 19.40 

St. Paul F. & M. Ins Co 543.82 26.78 

Equitable F. & M 271.57 19.94 

GermanofW.Va 137.23 11.42 

♦Signifies that amounts noted above were due in 1906 but were not paid until 1907, but are 
Included in figures noted above. 
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Franklin 

Lumbermens 

National Lumber — 

German Alliance 

Qirard Fire & Marine. 
Western Assurance... 

New Brunswick 

Cosmopolitan 

New Jersey .'... 

Union of Buffalo. . . . . . 

Obio German 





Stock 


City. 


Tardi. 


862 86 


24.60 


211.24 


17.96 


36.76 




ao.84 




966 83 


6.70 


526 93 


26.07 


82.02 


4.68 


118.91 


39.36 


173.89 


67 00 


86.97 




348.13 


60.06 



Total 9 9,463.23 $ 668.26 

THE FOLLOWING AMOUNTS WERE RECEIVED IN I906 BUT WERE DUE 

IN 1905. 

Millers Mutual Fire Insurance Co 8629 

Georgia Home 238.40 4 93 

Eagle Fire 253.38 16 23 

WestemofPa 178.72 10.72 

Prussian National 669.63 27.18 

Liverpool and London and Globe of Ens. 1,720.86 e2.01 



Total I 3,096.77 $ 120 02 



SUMMARY. 

COMPANIES 1-2-3-5-6-7-8. 

Received account of assessment during 1906 $126.061 . 70 

Deduct amount received but charged to 1906 account 3.096.77 



121.964.93 
Add amounts received in 1907 for account of 1906 9.463 23 



131406.16 
Add amount received from Stock Yards account, error 240.34 



131,648.60 
Deduct amount cliarged to account in error 2 68 



>. .. 
$131,646 82 



COMPANY FOUR. 

Received account of Assessment during 1906 $6,843 .11 

Deduct amount received but charged to 1906 account 120.02 



5,728 09 
Add amounts received in 1907 for account of 1906 668.28 



6,891.37 
Deduct amount charged to Stock Yards account in error 240.34 



6,161.08 
Add amount received from City Account charged in error 2 68 

$6,163:71 
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ASSBSSMBNT AGAINST THB PACKQRS AND OTHBRS DOING BUSINESS IN 

PACKINGTOWN FOR THQIR PROPORTION OF THE EXPENSES OF 

COMPANY FOUR, AT THE UNION STOCK YARDS, FOR THE 

YEAR ENDING JUI.Y I, I906. 

Armour& Co I 925.00 

National Packing Oo. (Anglo-American— 0. H. Hammond Omaha) 8-26.00 

Swift&Co 725.00 

North American Provision CJo 175.00 

North American Provision Co., acct. International Plant 41 .66 

Darling&Co 75 00 

Roberts & Oake 60 00 

J. H. Wlnterbotham & Sons \ 15 00 

Union Stock Yards and Transit Co 425.00 

60yd, Lunham & Co 160.00 

Thos. Thorkildsen & Co 25.00 

*dchwarzschiid & Sulsberger Co 325.00 

HinesBrot 25 00 

Libby, McNeil & Libby ^ 225.00 

H.Boore&Co 50.00 

H. Boore & Co., acct. International Plant 41.66 

W. D.Smith Co 25.00 

Friedman Manufacturing Co 60.00 

Hately & Co 60.00 

Hately & Co., acct. International Plant 41.66 

Fairbanks Canning Co 475.(0 

Adler and Obendorf 50.00 

Cbas. Turner 26.00 



S4 814 98 
*Paid one-half in advance in 1905 for account of 1906. 



THE FOI.I.OWING AMOUNTS WERE RECEIVED FOR ACCOUNT OF I906 
UNDER THE DATES NOTED ON THE RIGHT COI^UMNS. 

1906. 1907. 

Fairbank Canning Co $ 237 60 $ 237.60 

Hately & Co., account of International 20.88 20.83 

Hately & Co 26.00 26.00 

National Packing Co 412.50 412.60 

SwiftACo 862.50 362.50 

Armour&Co 462.50 462 60 

North American Provision Co 87.50 87 60 

North American Pra vision Co., account International 20.83 20.83 

Darling & Co 37.50 37.50 

Roberts & Ooke 25.00 25.00 

J. H. Winterbotham & Sons 7.50 

Union Stock Yards Transit Co 212.50 212.50 

Boyd, Lunham & Co 75.00 75.00 

Thos. ThorkiIdson& Co 12.50 

Schwarzschild & Suzlberger Co 162.50 

HinesBros 12.50 12.50 

Libby, McNeill & Libby 112.50 112.50 

H. Boore&Co 25.00 25.00 

H. Boore & Co.acct. Inlernational 20.83 20.83 

W. D. Smith Co 12.50 12.50 

Freid man Manufacturing Co 25.00 25.00 

Total S2,807.49 12,349.99 
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SUMMARY. 

Received from Packers and others doiog buisness in packingtown during the year 

1906 S2.619 S9 

Deduct amount received in 1906 but charged to account of 1905 812.60 

2.807.69 
A.dd amounts received in 1907 but charged to account of 1906 > 2.849.99 

4.557.48 
A.dd amount received in 1905 for account of 1906 162.50 

. 4,719.98 
Plus refusals 95 00 

Amount of assessment $4,814.98 

THE FOLI^OWING PERSONS PAID IN I906 FOR ACCOUNT OF 1905. 

North American Provision Co $87.60 

Union Stock Yards & Transit Co 212.50 

Thos. Thorkildsen 12 50 

$312.50 

THE FOI*I*OWING NAMED PERSONS REFUSED TO PAY THE ASSESSMENT. 

Adler & Obendorf : ... $60.00 

♦J. H. Winterbotham & Sons 7.60 

Thos. Thorkildsen 12. 50 

Chas. Turner 85.C0 

«95 on 
4,Retired from business 



(I 

(« 

(• 

• I 



•( 



137 

FIRES OF 1906. 

THE FOI^LOWING IS A UST OP THQ MORE IMPORTANT FIRES OCCURRING 

DURING THE YEAR ENDING DECEMBER 3IST, I906. 
1906. 

Jany. 23 75-79 E Ohio St Chicago Rawhide Co. etal. $ 35,118.08 

30 2-16 Fisk St ...E. Roos Mfg. Co. et al.... 45,926.29 

Feby. i 18-20 Maiket Si Armstrong Cork Co 22,490.63 

" 8 313-15 S. Ashland Ave St. Paul M. E. Church... 34,250.00 

March 17 58-70 N. Jefiferaon St Torris, Wold & Co. etal 29,821.62 

21 205-19 E. Kinzie St West. Ud. Supply Co. et al. 115,480.98 

23 121824 W.Polk St Mueller Bros 21,738.67 

24 80-84 Michigan Ave E. L. Mansure, et al 38,730.89 

26 237-39 Market St Jos. W.Woods & Son, et al. 275,546.27 

29 5850-60 S. Halsted St John S. Rydell, et al 1x41696.59 

April 10 253-69 Fulton St Geo. W. Pitkin & Co 66,956.77 

13 501-07 W. North Ave Wm. J. Bauerle. et al 34,382.65 

15 521 S. Halsted St Oppenheim & Finkelstein . 30.721.08 

17 1138-52 W. i6th St Creamery Package Mfg. Co. 23,931.79 

26 19-21 E. Lake St American Screw Co. et al.. 52,947.20 

May 18 68-72 N. Green St Agar Packing Co 38,939.30 

27 264 S. Clinton St A. G. Morse Co. et al .... 42,161.94 

30 Foot Morgan St. & River. .Armour & Co. (Elev. "D") 528,728.29 
Jane 20 141-43 E. Ontario St Derby Laundry Co 21,021.96 

23 Wood and Archer Ave ....J. G. Templeton, et al.. 

(Mabbitt'Elevator) 102,506.74 

27 464-68 Carroll Ave Cruver Mfg. Co. et al 41*035.94 

July 9 557-59 Wabash Ave Jas.Cunningham Son &Co. 25,097.07 

" 13 90-116 Seward St Heath & Milligan Mfg. Co. 274,163.55 

August 9 50-56 S. Clinton St E. A. Delano, et al 35.080,64 

23 53-55 N. Desplaines St John Lucas & Co. et al. . . . 140,745.18 

24 1322-26 Michigan Ave O.F.Weber & Co 22,250.31 

31 421-23 W. Lake St Graham Bros & Co. et al. 75,655.53 

Sept. 22 1300-02 Indiana Ave Wadsworth, Howland Co. . 78,850.45 

Oct. I 3700-04 Rockwell St American Tube Co 41,568.31 

7 780-88 S. Union St Morgan Sash & Door Co. . 109.750.00 

25 933-57 W. 1 20th St Sullivan & Farmer 29,683.00 

Nov. 8 786-94 W. Madison St W. J. Borne & Co 30,304.25 

14 177-87 Mather St American Cutlery Co 97,411.69 

16 104-06 E. Lake St P. & F. Corbin, et al 193,124.11 

20 14-16 N. Canal Street Page Belting Co. et al 64,042.97 

" 27 428-30 29th St F W. Jones, et al 28,40000 

Dec. 5 S. Canal S. of Harrison C. B. & Q. R. R, Co., .... 

Freight House 65,000.00 

8 3500-06 Cottage Grove Ave. Universal Trading Sup. Co. 26,484.88 

8 236-42 Market St H. M. Lindenthal, et al . . . 97,314 46 

8 3-9 Milwaukee Ave J. B Jessup & Co. et al. . . 11,470.73 

13 1128-30 Fletcher St Chas. H. Mears, et al 42,665.79 

19 26668 S. Clinton St Danforth Mfg. Co. etal... 16,300.00 

22 25-41 Bradley St St. Stanislaus School 61,601.50 

27 107-09 £. Lake St Corbin Cabinet Lock Co. . 94,296.46 
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